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to fade, chalk or submit to tl 

you specify TRINAR, you are 

will retain its beautiful appearanc 

season, after season. The proof can be seen in 
every TRINAR installation: brilliant color and gloss 
performance that continues to be proven over ti 


TRINAR is a 7096 PVDF coating that meets the 
AAMA 2605 superior performance spec for coil 
and extrusion coatings, and can be found on some 
of the most recognizable buildings worldwide. Its 
performance enhances many different elements 
of the exterior facade: from louvers to metal roofs, 
and from column covers to commercial windows. 


Learn how TRINAR endures at 
www.akzonobel.com/ccna 
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Advanced Design for Advanced Surgery Center - 
PAC-CLAD® Roof and Wall Panels 


* 13,000 sq. ft. of SNAP-CLAD Metal Roofing Panels on the main roof 


WWW.PAC-CLAD.COM | IL: 1 800 PAC CLAD 
* 3,800 sq. ft. of curved TITE-LOC Panels for the barrel roof & entrance canopy MD: 1 800 344 1400 | TX: 1800 441 8661 


| | СА: 1 800 272 4482 | ММ:1 877 571 2025 
* 2,800 sq. ft. of Flush Panels for soffit & trim 


| . Ø PACGREENINFO.COM 
* Composite Wall Panels for fascia YOUR GREEN METAL RESOURCE | [жт 


* Composite Column Covers 


Our PAC-CLAD® Kynar 500? finish, covered by a non-prorated 20 year warranty, is now 
available in 38 colors on steel апа 37 on aluminum. Most colors meet LEED, ENERGY STAR 


and cool roof certification requirements. 


CASE STUDY 
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Imagine being able to design and evaluate at the same time. You can—with BIM IQ®. 
Simply make a design change and BIM IQ? illustrates that change photo realistically with 
physically accurate materials. And you not only see exactly what your design looks like, but 

how it performs. That's because BIM IQ? calculates energy performance data based on your 
design choices and changes. And there is never a need to leave your design platform—BIM IQ® 

is now a plug-in. Simply run BIM IQ? on your own computer or in the cloud—you choose. 

And BIM IQ? is available only from Oldcastle BuildingEnvelope?. Left brain meets right brain. 


To learn more, visit bimiq.com or call 1-866-Oldcastle (653-2278). 
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Meet right brain. 
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Engineering your creativity” 


curtain wall | storefronts | windows | skylights | glass 
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QINGDAO WORLD HORTICULTURAL 
EXPO THEME PAVILION 


UNStudio’s colorful pavilion welcomes millions of visitors to one of the 
world’s largest flower shows. 


SOUTH AUSTRALIAN HEALTH AND 
MEDICAL RESEARCH INSTITUTE 


Designed by Woods Bagot, this facility is meant to jumpstart the state's 
medical science efforts and provide the city of Adelaide with an icon. 


Ж LA BREA HOUSING 


Patrick Tighe Architecture packs a lot of design for the dollar into this 
affordable housing complex in West Hollywood, Calif. 


HOUSE 


Yuusuke Karasawa Architects designed a glazed, split-level house that 
explores the owner's interest in networks formed by space and nature. 
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FRESH 
ARCHITECTURE, 
EVERY DAY 

Want more coverage of 
esign, products, culture, 
technology, and business? 
We are so darn productive 
hat it's impossible to fit 
every word and image into 
the monthly print edition 
Of ARCHITECT. If you like the 
magazine, then you'll find 
even more good stuff online 
at architectmagazine.com. 


CONTACT US 
We want to hear from you. 
Starting on page 10, you'll 
find all of the contact 
information for our editors 
and sales representatives— 
as well as where to send 
information about changing 
your address, ordering 
back issues, uploading your 
projects to our website, 
and more. 


ON THE COVER 
S-House in Omiya, Saitama, 
Japan, designed by Yuusuke 

Karasawa Architects. 

Photo by Sergio Pirrone. 


TOP: DAVID SIEVERS; BOTTOM: EDMON LEONG 


INTRODUCING GUARDIAN SUNGUARD SNX 51/23 i 


SunGuard SNX 51/23 from Guardian is a glass industry first — the 
12 2 first product on the market with visible light above 


5096 and a solar heat gain coefficient below 0.25. G UARDIAN 
Along with low reflectivity and a neutral blue = UN G LIARD 


ADVANCED ARCHITECTURAL GLASS 


Exterior 
nterior 


color, it represents a breakthrough combination 


020,20 
(7520) 
0099 


of light, appearance and solar control that meets 
АЩЫ increasingly strict energy codes. For complete BUILD МУН ЕЕ ЕЕ ШЕ 


performance data — and other ways to Build With Light — 
visit SunGuardGlass.com. Or call 1-866-GuardSG (482-7374). 


C^ 


vi GUARDIAN TP 
ҰР) © 2014 Guardian Industries Corp. 


Glass - Automotive - Building Products SunGuard* and Build With Light? are registered trademarks of Guardian Industries Corp. 
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18 MUST GEOGRAPHY 

BE DESTINY? 

In St. Louis, segregation remains a tragic 
fact of life, thanks in part to its racially and 
economically divisive patchwork of 115 local 
governments. 


27 FRONT 

Cecil Balmond's Н edge installation, RIBA's 
Stirling Prize shortlist, the growing skyline of 
San Francisco, a wave-like wood roof, tips to 
keep your firm in the black, industry meets 
food in Chicago, the director of the Academy 
Museum of Motion Pictures, and more ... 


51 AIARCHITECT 


The science of facades, a new series of design 
guides, when to not prevent heat loss in the 
winter, and choosing the right material. 


CENTER 


70 THE ARCHITECT 50 


Now in its sixth year, this ranking redefines 
excellence among American architecture firms. 
Where do you rank? 


86 FINDING SUCCE 
IN SUCCESSION 


As the baby boomer generation approaches 
retirement, firms should strategize for smooth 
leadership transitions. 


92 MATERIAL FOCUS 

Oakland, Calif.—based Rael San Fratello builds 
with polymers developed by its materials 
collaborative, Emerging Objects. 


96 NATURALLY STRONG 


For the open-air Indochine Café, Vo Trong 
Nghia Architects transformed thousands of 
bamboo canes into an organic fan vault. 


102 MACROSCOPIC VISION 


Zooming in on these commercial textiles and 
surfaces reveals the intricacies that define them. 
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152 RESIDENT DISCIPLINE 


For this dormitory, geometrical order established 
compatibility with the surrounding city. 
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| Order the 1 Fire Res 
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Designing for maximum building performance has never looked better. 

Find out more at us.agc.com or email us at info@us.agc.com. 


Learn more about 
Energy Select ©2013 AGC Glass Company North America, Inc. All rights reserved BEYOND GLASS" 
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Possibilities 


a burst of inspiration. Give 
life. With Kawneer, Traco and Reynobond 
| products, infinite design possibilities and innovative 
ns are at your fingertips. Together we build. 


ENTRANCES + FRAMING | CURTAIN WALLS | WINDOWS 


зе S 
ARCHITECTURAL PANELS | INNOVATIVE FINISHES Pap ions 4 REYNOLUX 
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© 2014 Kawneer Company, Inc. 


: z gu ARCHITECTURAL ALUMINUM SYSTEMS (4 KAWNEER TRACO Wa REYNOBOND' 


and optional Light 


u 
Ф 
o 
2 
га 
о 
o 
5 
€ 
(m 
cà 
T 
= 
= 
T 
М 
ы 
22 
Ф 
io 
= 
сз 
> 
^ 
^ 
z 
Em 
ш 


MOD- 
A Collection of E Fe N 
Ceiling Fans 

FA Designed by 


Ron Rezek 


СО 
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modernfan.com 


CONIACI 


Want to get in touch with an editor or sales representative? Order a 

back issue? Change the address for your subscription? Find all of the 
information you need on this and the following pages. Or, if you'd rather, 
go to @architectmagazine.com and click "Contact" at the top of the page. 


Submissions 

LETTERS TO THE EDITOR 

Send us an email. You can reach us at 
letters@architectmagazine.com. Letters may 
be edited for length, content, and style, 
and published in a future issue. 


PROJECTS 
If you have a building project that you think 
would be of interest to our readers, please go 
to © architectmagazine.com, click "Projects," 
select "Add a Project," and upload images, 
project credits, and a description directly to 
our website. Our design editors review every 
submission for possible publication in print 
and for promotion online. 


ARTICLES 
ARCHITECT does not accept unsolicited 
articles. If you have an idea for a story, 
please email a brief description and writing 
samples to managing editor Greig O'Brien at 
gobrien@hanleywood.com. 


PRODUCTS 
To submit a product for consideration for 
publication, please email a press release 
and at least one image of the product to 
products @architectmagazine.com. 


Edit Calendar & Media Kit 


Please visit architectmediakit.com. 


Subscriptions, Customer 
Service, and Back Issues 
Email arch@omeda.com or call 888.269.8410 
(toll-free in USA) or 847.291.5221. You can 
also visit © architectmagazine.com and click 
on “Subscribe” (subscriptions only). Allow six 
to eight weeks for the first issue. 


ANNUAL SUBSCRIPTION RATES 
US: $59; Canada: $69; 
Other countries: $199 (12 monthly issues) 


SINGLE-COPY PRICES 
US: $10; Canada: $15; Other countries: $20 


Continuing Education 
We have more than 200 free courses to 
help you stay current with your learning 
requirements: To register, please visit 
© architectmagazine.com and click 
“Continuing Ed” at the top of the page. 


Newsletters 

ARCHITECT produces two free email 
newsletters: the ARCHITECT NEWSWIRE, 
which is a daily compilation of our top 
stories, and the ARCHITECT WEEKLY, which 
keeps you current on all of the top stories 
from ARCHITECT and its Hanley Wood 

sister publications. Subscribe to one or both 
at © architectmagazine.com by clicking 
“Newsletter” at the top of the page. 


Digital Edition 


You can read any issue of ARCHITECT on your 
computer. Read it while online, or download 
the PDF of the issue to read offline. Go to 

© architectmagazine.com and click on 
“Magazine” at the top of the page. 


Architect on Mobile 


In addition to visiting our website, 

© architectmagazine.com, there are two ways 
that you can read ARCHITECT on your iPad 
or iPhone. With our ARCHITECT MAGAZINE 
READER app, download the digital version 

of our latest print edition or go back through 
our archives to find an issue you missed. With 
our ARCHITECT NEWS app, keep up with all 
of the news, products, and projects as they 
go live on our website. 


Reprints 

Wright's Media 

877.652.5295 ext. 102 
niademarco@wrightsmedia.com 


Address Changes 
AIA MEMBERS 
Call 800.242.3837, and press 2 


ALL OTHERS 
ARCHITECT 

P.O. Box 3494 
Northbrook, IL 60065 


Introducing PrismFX™ finishes —a new coating option for Reynobond? aluminum composite material that lets you give 
your building a look as dynamic as your design. This innovative paint system creates subtle color shifts in different 

lighting conditions. So a building that appears green, blue or silver in the morning can shift to copper, violet or gold 
in the afternoon. With 9 unique color-shifting combinations available, you can change people's perceptions of your 


building each and every day. Bring a whole new dimension to your design — with PrismFX finishes. 


Alcoa Architectural Products e 50 Industrial Boulevard * Eastman, GA 31023-4129 • Tel. 800 841 7774 © reynobond.com 
©2014 Alcoa Architectural Products. Reynobond? is a registered trademark and PrismFX™ is a trademark of Alcoa Inc. 
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Want to know what goes on at the New School? Passersby 
need only glance at the institution's new University Center 
in Greenwich Village to understand that progressive 
design education happens here. The building by Skidmore, 
Owings & Merrill expresses the school's interdisciplinary 
approach through a brass-shingled facade crisscrossed by 
a series of glass-enclosed stairways that highlight a vivid 
tableau of students circulating within. The unique system 
encourages collaboration—and a new dialogue between 
campus and community that is sure to be conversation for 
decades to come. 


Transforming design 
into reality 


For help achieving the goals of your next project, 
contact the Ornamental Metal Institute of New York. 


M Ornamental Metal Institute of New York 


Publisher of Metals in Construction 
211 E 43 ST | NY, NY 10017 | 212-697-5554 | www.ominy.org 


Circle no. 177 or http://architect.hotims.com 


Architect: Skidmore, Owings & Merrill 
Photograph: Tex Jernigan 
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Designers don't always work in a standard 4 or 8' world. 


Sometimes, lighting needs to take its own shape, follow its own unconventional path. 


It must be brilliant in a small space. 


Equally brilliant in а long, sweeping expanse of space, creating a path of eye-catching illumination. 


So unique. So GRÜV. 


GRUV. Made to measure. 


Create your vision at amerlux.com/gruv. 


HRS 
amerlux 


amerlux.com Passion. Power. Performance. 


Circle no. 82 or http://architect.hotims.com 


ARCHITECT 


THE MAGAZINE OF THE AMERICAN INSTITUTE OF ARCHITECTS 


EXECUTIVE VICE PRESIDENT, 
EXECUTIVE PROGRAMS 
Joe Maglitta 


SENIOR DIRECTOR, 
PRINT PRODUCTION 
Cathy Underwood 


DIRECTOR, USER EXPERIENCE & 
INTERFACE DESIGN 


Aubrey Altmann 


CHIEF FINANCIAL OFFICER 
Matthew Flynn 


PRESIDENT, EXHIBITIONS 
Rick McConnell 


SENIOR VICE PRESIDENT, 
CORPORATE SALES 


Paul Mattioli 


DIRECTOR OF SALES, 
EMERGING ACCOUNTS GROUP 


HANLEY WOOD MEDIA 


PRESIDENT, MEDIA 
Dave Colford 


SENIOR VICE PRESIDENT, 
AUDIENCE OPERATIONS 
Sarah Welcome 


SENIOR DIRECTOR, 
MEDIA SERVICES & ACCOUNT 
COORDINATION 
Mari Skelnik 


GENERAL MANAGER, 
DIRECTORY SOLUTIONS 
Rizwan Ali 


HANLEY WOOD 


CHIEF EXECUTIVE OFFICER 
Peter Goldstone 


VICE CHAIRMAN 
Frank Anton 


PRESIDENT, MEDIA 
Dave Colford 


PRESIDENT, METROSTUDY 
Christopher Veator 


SENIOR VICE PRESIDENT, 
MARKETING 


Sheila Harris 


VICE PRESIDENT, 
FINANCIAL PLANNING & ANALYSIS 


EXECUTIVE VICE PRESIDENT, 
STRATEGIC MARKETING SERVICES 
Tom Rousseau 


SENIOR VICE PRESIDENT, 
STRATEGIC MARKETING SERVICES 
& CONSUMER MEDIA 
Jennifer Pearce 


EVENT PLANNER 
Kristina Reardon 


PRESIDENT, DIGITAL 
Andrew Reid 


PRESIDENT, MARKETING 
Jeanne Milbrath 


VICE PRESIDENT, 
CORPORATE CONTROLLER 


Keith Rosenbloom 


EXECUTIVE DIRECTOR, 
CUSTOMER MARKETING 


Philip Hernandez Ron Kraft & AIA BUSINESS LIAISON 
i i $ John Crosb 
The new ideas that poured into Lower Manhattan’s VICE PRESIDENT, y 
GENERAL COUNSEL 


rebuilding resulted in a stronger infrastructure—and some Michael Bender 


architectural gems. A key piece in the undertaking is Pelli 


Clarke Pelli's new Pavilion at Brookfield Place, a public m 
space serving the 35,000 commuters who use the PATH % А THE AMERICAN INSTITUTE OF ARCHITECTS 


system daily. Because the system's track network runs А ВОЛА ОЕ DIRECTORS 


underneath, the pavilion vog roof and hanging glass OFFICERS: Helene Combs Dreiling, FAIA, President; Elizabeth Chu Richter, FAIA, First Vice President; 


Don Brown, FAIA, Vice President; Susan Chin, FAIA, Vice President; James Easton Rains Jr., FAIA, Vice President; 
Thomas V. Vonier, FAIA, Vice President; Richard DeYoung, FAIA, Secretary; John P. Grounds, AIA, Treasurer; 
Vicki Long, CAE, CACE Representative to the Executive Committee; Wayne A. Mortensen, AIA, Senior Associate Director; 
Robert A. Ivy, FAIA, EVP/Chief Executive Officer. 


curtain wall could only be supported at two points. Thornton 
Tomasetti met the challenge with a pair of 54-foot-tall 


"basket" columns, each gathering its loads in an expressive 


DIRECTORS: David A. Argano, AIA, LEED AP; William J. Bates, AIA; Sho-Ping Chin, FAIA, LEED АР; 
Randolph J. Collins, AIA; Westin Conahan, Assoc. AIA; Stuart L. Coppedge, AIA, LEED AP; Robert Cozzarelli, AIA; 
Miguel A. Del Rio, AIA; Julia A. Donoho, Esq., AIA, LEED AP; Carl Elefante, FAIA, LEED AP; Stephen Fiskum, FAIA; 
Jeffrey E. Flemming, AIA; Linna Jane Frederick, FAIA; Mindy Fullilove, MD; Haley M. Gipe, Assoc. AIA, LEED AP; 

Daniel S. Hart, FAIA, PE; Michael С. Hoffman, AIA; Steve Jernigan, FAIA, LEED AP B+C; Thad R. Kelly Ill, АА, 
LEED AP BD+C; Donald 1. King, FAIA; Henry A. Kosarzycki, AIA; George Kunihiro, FAIA; Evelyn М. Lee, AIA; 
Tina Litteral, Hon. AIA, CAE; Paula J. Loomis, FAIA; Stephen Maher, AIA, LEED AP; Michael F. Malinowski, AIA; 
Lanny Mcintosh, AIA; James Nader, FAIA; John V. Nyfeler, FAIA, LEED AP; Wendy Ornelas, FAIA; 

Burton L. Roslyn, FAIA; Anthony P. Schirripa, FAIA, IIDA; Steven D. Schuster, FAIA; William D. Seider, FAIA; 
Bruce W. Sekanick, AIA, OAA; Steven Spurlock, FAIA, LEED AP; Walter D. Street III, АА; 


St ru c u ra l Stee l Martha R. Tarrant, AIA, LEED AP BD+C; Julie D. Taylor, Hon. AIA/LA; Stephen Vogel, FAIA. 
Right for any application nanona smer 


EXECUTIVE TEAM: Robert A. Ivy, FAIA, Chief Executive Officer; Richard James, CPA, Chief Operating Officer; 
Kathron Compton, Senior Vice President, Strategic Marketing, Communications & Convention; 

Deborah DeBernard, AIA, NCARB, ARCHITECT AIBC, LEED BD+C, Vice President & General Manager, AIA Contract 
Documents; Lisa Green, Vice President, Finance & Accounting; Susan McDaid, Hon. AIA, Senior Vice President, 
Member & Component Resources; Ken L. Ross Jr., FAIA, Senior Vice President, Design & Practice; Phil Simon, CAE, 
Vice President, Strategic Communications & Marketing; Jay A. Stephens, Esq., Senior Vice President & 
General Counsel; Terri Stewart, CAE, Vice President, Design & Practice Operations/ED, COF. 


weave of lightweight, brightly painted twisting steel tubing 
that spirals down to plaza level in an ever-tightening array. It 
is innovative design, with a twist. 


For help achieving the goals of your next project, 
contact the Steel Institute of New York. 


11 Steel Institute of New York 


Publisher of Metals in Construction 
211 E 43 ST | NY, NY 10017 | 212-697-5553 | www.siny.org 


MANAGEMENT TEAM: Suzanne Bagheri, CPA, Managing Director, Accounting; Marlene Bohn, SPHR, GPHR, 
Managing Director, Human Resources; Paula Clements, Hon. TSA, CAE, Managing Director, Component 
Collaboration & Resources; Kenneth Cobleigh, Esq., Managing Director & Counsel, Contract Documents Content; 
Sandra Coyle, Managing Director, Public Relations & Outreach; Pam Day, Hon. AIA, Corporate Secretary & 
Managing Director, Governance Administration; Andrew Goldberg, Assoc. AIA, Managing Director, Government 
Relations & Outreach; Christopher Gribbs, Assoc. AIA, Managing Director, Convention; Maan Hashem, PMP, 
CAE, Managing Director, Software & Products Services; Jessyca Henderson, AIA, Managing Director, Policy & 
Community Relations; Lisa Hollingshed-Johnson, Managing Director, IWST Operations; Suzanna Wight Kelley, AIA, 
LEED AP, Managing Director, Strategic Alliances & Initiatives; Damon Leverett, AIA, Managing Director, Diversity 
& Emerging Professionals Engagement; Philip O'Neal, Managing Director, Information Technology; 
Douglas Paul, Managing Director, Practice & Knowledge Resources; Jeffrey Raymond, Managing Director, 
New Business Development Technology; Cedric Rush, Managing Director, Member Support; 

Jonathan Sullivan, Managing Director, Web Management & Development. 
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Architect: Pelli Clarke Pelli Architects 
Structural Engineer: Thornton Tomasetti 
Photograph: Tex Jernigan 


hanleygwood QC» @BPA 


Тһе most comprehensive building product search tool on the web. 


The Premier Building Product Search Engine 


uw 


( Pater Search Term e. ) "Browse by CSI Classification | v | 


www.bpmselect.com/aia 7- 
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For more information, call (866) 570-5438 - or visit us at: 


CONSTRUCT METALCON €2 GREENBUILD 
Baltimore Convention Center Colorado Convention Center Morial Convention Center 


Sept. 10-11 | Baltimore | Booth 734 Oct. 1-3 | Denver | Booth 516 Oct. 22-23 | New Orleans | Booth 1555 


Fiberglass Reinforced 
Plastic Cleanroom 


Wall Panels 


GLA SB |  TRIM-FREE SEAM DESIGN 


= Crane Composites’ Cleanroom Wall System features, 
www.CleanroomWallPanels.com Glasbord with Surfaseal, the industry leading FRP panel. The 
smooth Factory Mutual Glasbord (FSFM) panel has been 
tested and certified by independent third parties. The clean- 
room certified FRP wall panels are completed with the use of 


biological and chemically tested adhesive and seam sealant 
for wall panel applications and trim-free seams. 


Glasbord FSFM Panels are ISO Classes 5-8 Certified 


Circle no. 60 or http://architect.hotims.com 
WHERE TRADITION & INNOVATION CONVERGE 


Crane Composites is the world’s leading provider of fiber-reinforced composite materials including В 
Glasbord wall and ceiling panels. Glasbord with Surfaseal is widely used throughout the construction CRAN E Composites 
and building materials industries. Inspired by the Kemlite tradition, Crane Composites has over 55 years : 


of experience and is a recognized industry leader in FRP applications. www.CraneComposites.com 


METALFABRICS' 


if only it was this easy... 


University of Florida, Lake Nona FL: Escale Weave 


...how it is, with GKD's Solar Management Program. 
GKD Metal Fabrics' flexible weave helps achieve specific sunshade and daylighting goals for your 
project while providing a dazzling design element to any building's exterior. GKD offers analysis 
and specific quantifiable heat and light value for each project to achieve your target goals. Our 
environmental benefits also support LEED opportunities. For more information and to watch the 


video visit us at: www.gkdmetalfabrics.com/sunshade or call us at 1.800.453.8616. 


©2014 GKD-USA, Inc. GKD® is a registered trademark of GKD Gebr Kufferath AG. All Rights Reserved. 
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DIALOGUE 


THE EAST-TO- 
WEST STRETCH OF 
AFFLUENCE HAS 
NO COLLECTIVE 
NAME, BUT IT 
DIVIDES THE 
ST. LOUIS METRO 
AREA LIKE THE 
GREAT WALL OF 
CHINA. 


MUST GEOGRAPHY 
BE DESTINY? 


IN MY HOMETOWN OF ST. LOUIS, SEGREGATION REMAINS A TRAGIC FACT 
OF LIFE, THANKS IN PART TO ITS RACIALLY AND ECONOMICALLY DIVISIVE 
PATCHWORK OF 115 LOCAL GOVERNMENTS. 


MY FAMILY is from St. Louis, and by some quirk 
of fate, all the houses we've lived in since the 
early 18005 are still standing. Every few years, 
typically when visitors are in town, we pile into 
the car for what my partner calls, only half- 
jokingly, the "Roots Tour." The itinerary begins 
with the oldest house, an Italianate hold-out 
on the edge of the downtown business district. 
The city radiates outward from there like an 
old-fashioned lady's fan, bounded only by the 
Mississippi River. But my family consistently 
moved due west, further so with each house 
and each generation, along a thin ribbon of 
neighborhoods where the rich, big businesses, 
top universities, cultural institutions, and 
professional sports venues are settled. 

The east-to-west stretch of affluence 
has no collective name, but it divides the 
St. Louis metro area like the Great Wall of China. 
Middle-class whites live to the south, poorer 
blacks to the north. And while the southern 
edge is porous, the northern boundary is 
definitive: Delmar Boulevard. It was well north 
of Delmar, the inner-ring northern suburb of 
Ferguson, that on Aug. 9 a white police officer 
named Darren Wilson shot and killed an 
unarmed black teen named Michael Brown, 
sparking sometimes-violent local protests 
and ап international debate about race and 
segregation in the United States. 

According to the Washington University 
Political Review, "Residents south of Delmar are 
73% white, while residents north of Delmar are 
98% black. The median home value south of 
Delmar is $300,000, while the median home 
value north of Delmar is $70,000. The median 
income south of Delmar is $50,000, while the 
median income north of Delmar is $18,000. 
Finally, 70% of the residents south of Delmar 
have at least a Bachelor's degree, while only 
10% of the residents north of Delmar have а 
Bachelor's degree." 

Complicating the clear north-south 
disparity, the city to the east and county to the 
west have been separate polities since 1876. And 
since the 1950s, when white flight began in 
earnest, the county's population and tax base 


have grown at the city's expense. But that may 
be changing. The Near North Side, the city's 
historically black neighborhood and the site of 
the ill-fated Pruitt-Igoe public housing complex, 
is now largely depopulated and totally crime- 
ridden. A preservationist's nightmare, so much 
ofthe original housing stock has been lost that 
it's practically a greenfield: One local developer 
has bought 2,200 parcels and is pushing for a 
1,500-acre redevelopment. 

So, just as my family once fled west, 
blacks are fleeing north. Ferguson is one of 
90 independent townships in the county. Its 
population was 74 percent white in 1990; today 
its 21,000 residents are more than two-thirds 
black. Yet, as has been widely reported, 49 of 
Ferguson's 53 cops are white, the police chief 
and mayor are white, and five of the six town 
council members are white. The asymmetry 
can be attributed to the political entrenchment 
ofthe remaining white community and low 
black voter turnout on election days. 

Since the 19205, state and county voters 
have resisted repeated efforts at reunifying St. 
Louis, which ultimately has had the same effect 
as redlining, exclusionary zoning, restrictive 
covenants, and other tactics once used to 
geographically isolate St. Louis's poor black 
citizens. Now, George Herbert Walker III, a 
cousin of the Bush presidents, is leading a study 
ofthe possible impacts of a consolidation for 
the Missouri Council for a Better Economy. 

In segregated yet governmentally unified 
metro areas— Chicago's, for instance— property 
taxes on the rich help pay for schools and other 
services in poor neighborhoods. The added 
expense is offset by the absence of redundant 
bureaucracies. By contrast, in fragmented St. 
Louis, rich townships support only themselves, 
denying opportunities to residents of poor 
communities and dragging down the economy 
ofthe entire metropolitan area in the process. A 
city divided cannot stand. 
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ELI KAPLAN 


X Speclinke 


BSD SpecLink-E is the specification system of CSI 


INTELLIGENCE 


SPECLINK-E IS THE INTELLIGENT WAY TO MANAGE SPECS 


е The software maintains itself 

е Data updates are automatic 

• Office master protection is included 
* User roles assign specific privileges 


е Audit trail records editors and edit times 
е Coordinates with BIM through LinkMan-E 


€CSI Circle no. 46 or http://architect.hotims.com DC BSD 
888-BSD-SOFT (273-7638) * www.speclink.com/arch 


Building Systems Design, Inc. 


YOUR VISION. 
OUR EXPERIENCE. 


For more than 40 years, Graham Architectural Products has been 


producing, delivering and standing behind the highest quality and most G RAHAM 


innovative products in the fenestration industry. Nobody in the industry ARCHITECTURAL PRODUCTS 


has more experience, is more reliable, or commands a higher level of trust 5 
а е grahamwindows.com 


th ham Architectural Products. 
an Graham Architectural Products 800-755-6274 


Learn how GAP's experience enabled the Athenaeum project to come to 
life at grahamwindows.com Circle no. 382 or http://architect.hotims.com Architectural Windows | Curtain Wall | Doors 


The World's Finest Water Features 
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Custom Designed e Precision Crafted in the USA » Available Worldwide 


Exclusively from Harmonic Environments 9 


( i Harmonic Environments? www. Harmonic Environments .com 


the premier maker of custom waterfalls 800.497.3529 
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modulararts.com 206.788.4210 made in the USA 
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CLAY RISEN is an editor at The 
New York Times op-ed section 
and the author, most recently, 
of The Bill of the Century: The 
Epic Battle for the Civil Rights 
Act (Bloomsbury Press, 2014). 
Along with regular articles for 
the Times, his freelance work 

has appeared in publications like 
Smithsonian, Metropolis, Fortune, 
and The Atlantic. Risen returns to 
the ARCHITECT fold after a brief 
hiatus, during which he wrote 
American Whiskey, Bourbon 


DANIELLE RAGO is an independent 
curator in New York and Los 
Angeles, and a contributor 

to a number of international 
publications on art, architecture, 
and design. She has worked 
with the Metropolitan Museum 
of Art and the Guggenheim 
Museum in New York, as well 

as the A+D Museum in Los 
Angeles and the MAK Center in 
nearby West Hollywood. She is 
the cofounder and curator of On 
the Road Project LA, a yearlong 
series of architecture, art, and 


& Rye: A Guide to the Nation's 
Favorite Spirit (Sterling Epicure, 
2013).In the past, he has covered 
the legacies of critics Ada Louise 
Huxtable and Herbert Muschamp 
for ARCHITECT, as well as written 
criticism of his own about an 
interpretive center addition to the 
Vietnam Veterans Memorialin 
Washington, D.C., social housing 
built in interwar Germany, and 
how to fix the Pritzker Prize 

on the eve of that award's 

3oth anniversary. 


design programs. Her writing has 
been published in Abitare, The 


Architect's Newspaper, Architectural 


Record, CLOG, Domus, Log, PIN-UP, 
Tank, and Wired, among others. 
Danielle holds a master's degree 
in architecture history and critical 
thinking from the Architectural 
Association School of Architecture 
in London. Her focus is on the 
shifting role of the institution and 
media, and how contemporary 
architecture and its public is being 
produced and mediated through 
the institution and curator. 


Read Risen's account of 
Woods Bagot's South 
Australian Health 

and Medical Research 
Institute on page 118. 


Read Rago’s interview 
with Kerry Brougher, 
the new director of the 
Academy Museum of 
Motion Pictures, on 
page 28. 
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fireframes 


earFloor 


Pilkington Pyrostop (0) 


Once upon a time, the floor was а bore. But по more. Тһе Fireframes ClearFloor® System from Technical Glass Products is a clear 
departure from the expected. Bring daylight deep into building interiors, creating dramatic visual effects between levels. This innovative, 
UL-classified system, combines steel framing and Pilkington Pyrostop glass for impact resistance and a 2-hour fire-rating. Open the 
next chapter in smart design. 


Find out more about this groundbreaking floor at 


fireglass.com | 800.426.0279 | Fi 
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Glass block is а versatile building material that has a dynamic relationship 
with light. As the light changes, so does the material's appearance and in 


LA 
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turn the surrounding environment. 


Pittsburgh Corning Glass Block can help create aesthetically pleasing 
and energy efficient spaces and improve the mood of a building and 
its inhabitants. Because of its enhanced security and ability to let in 
mood-elevating daylight Pittsburgh Corning Glass Block is a natural fit 
for healthcare facilities. 
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pittsburghcorning.com 


1-800-871-9918 


„С PITTSBURGH CORNING: 
N 


MADE IN AMERICA - 
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Ta Im nir 2 тм Тһе New Standard іп Housewrap 


Drainable Housewrap | 


All sidings allow water to penetrate through them. TamlynWrap™ allows the Y 
moisture to drain and ventilate out. This innovative product effectively eliminates Y 
excess moisture and mitigates the damaging effects of mold and rot. Its unique Y 
design removes at least 100 times more bulk water from a wall versus standard 

housewraps. 


This is achieved through the gap created by 1.5 mm spacers bonded to a high 
performance housewrap. This patented gap design provides a true drainage 
space between the sheathing and cladding material. Equal drainability to using 
3/8" furring strips. 


Unique, continuous filaments/spacers also add strength so TamlynWrap™ holds 
up with 80 mph hurricane force winds and avoids cost of re-wrapping, saving 
thousands of dollars versus other wraps. 


[е] 258] 
- Ген For more information 

Ne visit www.TamlynWrap.com 

[8] г or call us at (800) 334-1676 
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"When Doing It Right Matters" 


ass 

"in Chicago, IL 

-XL 45 in Hollow Metal Ғгаті 
id 


“THE CLEAR SOLUTION FOR HOLLOW METAL 
AND ALL 45 MINUTE APPLICATIONS” 


MADE INTHE USA X 

UL & WHI TESTED & LISTED WITH HOSE STREAM 
LARGEST CLEAR VIEW AREAS - 4,952 sq. in. 
PROTECTION FROM RADIANT HEAT 

TWO TEMPERED LITES MEETING CPSC CAT Il SAFETY 
HIGHEST STC - 40 db 

CLEAREST Б 

MOST AFFORDABLE 
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Visit www.safti.com/best45 to see how SuperLite Il-XL 45 outperforms ceramics 


SAFTIF/RST 


www.safti.com | 888.653.3333 


H1IO333W мэхаму 


Н HOMECOMING 


Uber-engineer Cecil Balmond designed "H. edge" as 
the site-specific centerpiece for his 2008—'09 show 

at Chicago’s Graham Foundation. An assemblage of 
thousands of X-shaped aluminum plates held in tension 


by stainless steel chains, the structure is now paying a visit Ё 


to Balmond's home, London, where it will be on public 
view in the Spitalfields neighborhood until Oct. 20. 
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KERRY BROUGHER 


THE DIRECTOR 

OF THE ACADEMY 
MUSEUM OF MOTION 
PICTURES DISCUSSES 
HIS FORTHCOMING 
BLOCKBUSTER: 

A RENZO PIANO- 
DESIGNED BUILDING 
IN LOS ANGELES. 


5 For an extended version 
of ARCHITECT's interview 
with Brougher, visit 
architectmagazine.com 


THE PROPOSED museum 
building for the Academy 

of Motion Picture Arts and 
Sciences has been met 

with mixed reactions and 
some controversy. Renzo 
Piano, Hon. FAIA, of Genoa, 
Italy-based Renzo Piano 
Building Workshop and 
Zoltan Pali, FAIA, of Culver 
City, Calif.-based Studio Pali 
Fekete Architects drew up 
the original plans for the 
Academy Museum of Motion 
Pictures, but Pali left the 
project in May and Gensler 
was brought on. The project 
will renovate the 1939 May Co. 
building, designed by Albert 
Martin and Samuel Marx, 


on the Los Angeles County 
Museum of Art's (LACMA) 
Wilshire Boulevard campus. 
The museum’s director, 
Kerry Brougher, joined 
the project from the 
Smithsonian's Hirshhorn 
Museum and Sculpture 
Garden in Washington, D.C., 
where he was chief curator 
and acting director. ARCHITECT 
sat down with Brougher 
shortly after he assumed his 
new position. DANIELLE RAGO 


How does the design of the 
new building relate to your 
curatorial vision? 

My feeling is that the moving 
image has to be the primary, 
core thing in the museum— 
that's the real artwork there. 
And I find Renzo feels the 
same way. I also feel that one 
ofthe things we have to do 

is unveil the mechanisms 

of cinema to the public, 

so they get a sense of how 

art and technology come 
together to drive things 
forward. I find that Renzo's 
architecture is doing just that; 
it's about creating immersive 
environments. 


Do you feel the scheme is 
right for the location? 

We're sort of going to be on 
a Renzo campus here, but 
Ithink that with this new 
building he's really pushing 
it—he's pulling all the stops 
out, and that's what I want. 
Ireally want a building that 
is a signature building and 
some people may love it and 
some people may not, but 
you're going to pay attention 
to it. What we're seeking 
here, both Renzo and I— as 
Renzo put it one day —іѕ to 
be inventive. 


How is the historic building 
being incorporated into the 
museum design? 

Ihave to say I'm so happy it's 
in this building for a couple 
of reasons. First of all, we're 
right next to LACMA, and this 
is a wonderful area for people 
to come. The other reason 

is that I’m just thrilled that 
this building will have a new 
life. While the outside of the 
building will remain about the 
ѕагпе — its limestone facade 
will simply be cleaned up and 
the gold sphere on the front 
will remain—the interior will 
betransformed. 

The interior spaces that the 
May Co. building provides is 
an open framework for us to 
work in whatever ways we 
want, and that's where Renzo 
andIhave done alot of talking 
about including as much open 
gallery space as possible. The 
existing lobby is fantastic. It 
has a very high ceiling that 
is over 20 feet tall, and Renzo 
envisions it as a continuous 
piazza from the outside. 

The May Co. built an ad- 
dition on the back of the 
building in 1946 that will be 
removed and will be restored 
to its original form. We're 
creating a concrete backing in- 
stead of the original limestone 
that was used, so you can see 
the difference between the 
old and the new. We will then 
connect the buildings with 
one of these wonderful Renzo 
spines that rises up so that 
people can move from floor- 
to-floor and into the sphere in 
an animated way. 


Editor’s note: The design was 
updated after our interview, and 
now connects the two buildings 
by bridges, rather than a spine. 


BRANDON SHIGETA 


INTERCEPT ENTYRE 


INTERCEPT ENTYRE 


MODULAR METAL PANEL SYSTEM 


CENTRIA's Intercept modular metal panel systems unleash architectural 


creativity. Available in two systems, V-Trac and Entyre, Intercept modular 


panels combine superior performance and aesthetics. Fabricated panels 


are offered in an extensive color palette and can be installed in vertical, 


horizontal, running bond or custom patterns. 


See our complete palette of possibilities at 


CENTRIAperformance.com/intercept 


To learn more call 1-800-250-9298 
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Everyman Theatre 
Haworth Tompkins 
Liverpool, England 


Library of Birmingham 
Mecanoo Architecten 
Birmingham, England 


London Aquatics Centre 
Zaha Hadid Architects 
London 


London Bridge Tower/The Shard 
Renzo Piano Building Workshop 
London 


O'Donnell + Tuomey Architects 
London 


Manchester School of Art 
Feilden Clegg Bradley Studios 
Manchester, England 


DENNIS GILBERT 


IIS ALL 
IN [HE 


WALL 


ES CavityComplete” 


Wall Systems 


The CavityComplete™ Wall System excludes the 
masonry veneer, steel studs and interior and exterior 
gypsum board. A detailed list of components is 
available at www.cavitycomplete.com. 


M = TR EMCO 


Moser Fastening Systems Commercial Sealants & Waterproofing 


Building Products, Inc. 


NEW CavityComplete" Wall System puts it all together. 


Five of the most recognized and trusted companies in the industry have aligned to create the industry's best complete 
masonry cavity wall system. 


Complete Confidence Complete Compatibility** Complete Performance 

The CavityComplete" Wall System CavityComplete" Wall System АП CavityComplete" Wall System 
takes the guesswork out of building components have been tested components perform great on 

a wall, and the warranty* lets you together and proven to work their own, but are so much 
specify with confidence. together. better together. 


To learn more, visit CavityComplete.com or call 1-844-CAV-COMP. 


*See actual limited warranty for complete details, requirements and limitations available at www.cavitycomplete.com. 

**System components were found to be fully compatible with each other in the system. Test results are available at www.cavitycomplete.com/testing. 
Printed in the U.S.A. July 2014. CavityComplete™ is a trademark of Owens Corning. THE PINK PANTHER™ & © 1964-2014 Metro-Goldwyn-Mayer 
Studios Inc. All Rights Reserved. The color PINK is a registered trademark of Owens Corning. ©2014 Owens Corning. All Rights Reserved. 
Trademarks are the properties of their respective owners. 
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THE BOXY, 1970s Old Main 
academic building at the 
center of Thompson Rivers 
University's (TRU's) campus in 
Kamloops, British Columbia, 
lacked the space and dignitas 
needed to house a law school. 
That changed when Toronto- 
based Diamond Schmitt 
Architects (DSA) capped the 
building with a two-story, 
45,000-square-foot addition 
and undulating timber 

roof that rivals the 
mountainous setting. 

DSA principal Donald 
Schmitt, AIA, says that the 
400-foot-long roof was 
inspired by the 1945 painting 
Mount Paul by AY. Jackson, 

а member of the Group of 
Seven landscape artists. “The 
visual connection between 
the building shape and Mount 
Paul and [the neighboring] 
Mount Peter was very 
important to creating that 


THOMPSON RIVERS 


cultural connection with the 
aboriginal people,” he says. 

The project had to be 
completed during the summer 
and meet its relatively tight 
$6.9 million budget. So the 
team designed the roof to 
be prefabricated from 92 
panels, curved in profile 
and rectangular in plan. 
Approximately 60 percent of 
the 12-foot-wide-by-36-foot- 
long panels shares the same 
geometry. StructureCraft 
Builders, in Delta, British 
Columbia, bent the glulam 
beams using a template to 
frame each panel and then 
infilled the frames with wood 
purlins. Each panel weighs 
about 4,000 pounds. 

The panels were 
transported to the site in 
42 tractor-trailer loads and 
installed in seven weeks. 
Classes in the building began 
this January. JENNY JONES 


UNIVERSITY LAW SCHOOL 


DIAMOND SCHMITT ARCHITECTS TURNS A FORGETTABLE LOW-RISE 
BUILDING INTO A FOCAL POINT IN BRITISH COLUMBIA. 


Exploded Axonometric 


80-mil fully 
adhered, felt- 
backed PVC 
membrane 


и" roof board 
(not shown) 


16" polyisocyanurate 
insulation board (R-60) 


Air and vapor barrier 
(not shown) 


%" plywood roof deck 


4x6 purlins from 
beetle-killed 
timber, with 2x4 
wood blocking 


20"-deep glulam 
beams 


©) Learn more about the project at architectmagazine.com. The Detail series of innovative material-assembly solutions is proudly supported by reThink Wood. 


TOP: TOM ARBAN 


Federal Center South Building 1202 —U.S. Army Corps of 
Engineers Seattle District Headquarters, designed by ZGF 
Architects LLP. 


Timber from a non-historic warehouse that once stood on the 
site was reclaimed. The salvaged timber was recycled and is now 
the focal point of the central atrium commons. Reclaimed timber 
bridges and stairs throughout the atrium connect people across 
the building. Today more and more companies process recovered 
wood and match salvaged timber with the design need. 


Advertisement 


RECLAIM. RECYCLE. RENEW. 


“Wood provides an opportunity to dramatically 
extend the life of building materials through 
environmentally-sound recovery practices. With 

the Federal Center South Building 1202 project, we 
reclaimed portions of a decommissioned warehouse 
on the site. Approximately 100,000 board feet of 
salvageable structural timber and 200,000 board 
feet of decking were reclaimed and recycled to form 
the commons foundation, structural system, and 
interior cladding. Besides saving money, timber 
reclamation reduces the overall environmental 
impact, preserves the rich history of the building 
site, and reflects the owner’s commitment to 
environmental protection and preservation. The 
wood provides an especially warm, rough-hewn 


element at a human scale.” 


— Allyn Stellmacher, AIA LEED AP BD+C, 
Design Partner, ZGF Architects LLP 
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Innovative Detail is a monthly presentation in 
ARCHITECT of distinct building design and modern 
architecture. It is sponsored by reThink Wood. 


The reThink Wood initiative is a coalition of interests 
representing North America’s wood products 
industry and related stakeholders. The coalition 
shares a passion for wood and the forests it comes 
from. Innovative technologies and building systems 
enable longer wood spans, taller walls, and higher 
buildings, and continue to expand the possibilities 
for use in construction. 


reTHINK 


WOOD. 


www.rethinkwood.com 
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UP AND RUNNING: 
FINANCIAL BASICS FOR YOUR NEW FIRM 


Hanging out your shingle with high-minded design goals won't mean much if you can't stay in business. Even if 
math isn't your strong suit, these simple suggestions can help you keep your firm financially afloat. NATE BERG 
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A basic calculation that any 
firm needs to make is how 
much money a project will 
bring in compared to how 
much it will cost to do the 
work. According to Michael 
Webber of Downers Grove, Ill.— 
based consulting firm A/E 
Finance, there’s a simple 
and time-tested rule: bill 
out each employee at three 
times what it costs to pay 
them and the project will 
make money. Webber says 
that upwards of 70 percent 
of the operating revenue of 
a typical architecture firm 
goes towards the costs of 
employing people. 


Review your projects 
monthly to ensure they’re 
bringing in enough money to 
keep the doors open. “We set 
an expectation for a project 
and we manage to that,” 

says Jenifer Navard, principal 
and director of finance at 

the New Orleans—based firm 
Eskew+Dumez+Ripple. 

“I balance to make sure we 
have enough of a mix of 
projects—some where we 
will make a more generous 
profit, some where we 
aren't going to make as 
generous a profit —so 
that we balance out to an 
acceptable profit and can 
keep our business running." 


If you don't know the basics 
of project management, 
budgeting, or labor concerns, 
Webber warns, you should 
probably find someone who 
does. Navard suggests that it 
might make more economic 
sense to hire a financial 
manager, at least in the 

long run. “If you're spending 
eight hours a week on the 
business of sending out 
invoices, doing collections, 
preparing deposits, or 
worrying about contracts,” 
she says, “think about that. ... 
You could spend those eight 
hours doing things that 
bring value to your firm.” 


Financial information 
doesn’t make for the most 
exciting reading material, 
which is why Navard 
presents her firm’s monthly 
income statements with 
graphics. “The first three 
pages are pictures,” she 
says, “and then behind that 
is the data.” Navard uses 

a simple blue, green, and 
red system to indicate the 
financial health of projects. 
When project managers 

see red, they know to 

make adjustments. "You 
don't have to get into the 
nitty-gritty numbers to 
manage your business well," 
she says. 


JOIN THE 4 
CREATIVE б 


FLOW | 


Architects asked for an easier-to-use 
workflow solution that would let them 
stay in their creative flow longer. Meet 
ArchiCAD 18. It's faster. More capable. 
And easier to use. With features 
architects asked for, including 


* MAXON's CINEMA 4D Rendering 

* Updated revision management 

* Even easier collaboration tools - 
for working with CAD managers, 
structural engineers, MEP 
engineers, and more. 


DOWNLOAD A FREE 30-DAY TRIAL 
AT MYARCHICAD.COM 
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WWW.GRAPHISOFT.COM 


ARCHICAD & BIM 


Residential Architect ARCHITECT | М VE N ТІ 0 М 


Аї we'll sharpen the tools you need to drive innovation into your current and future work. With а 
spotlight on research and development, we'll explore the forward-thinking projects and firms as well as the materials 
and methods that make residential architecture one of the most progressive laboratories in the design industry today. 


Premier Sponsor Partner Sponsors Patron Sponsors 
? МА! ж R ICROWNDEINT 
ZJENN-AIR ,MARVIN:&. = яулм-//ШАМ5. Р PON Пшейав& 
Built around you: jaw Cooly the best” | i » 


hanleyjwood 


In Association With: 


AIAIDC 


TH cadis Cre CHA OF 84 
AMESZAH ENTUTE ОР MICHTICTE 


THE FRONT IS IMPRESSIVE 


(now discover the inside story) 


Drained and Back 
Ventilated Rainscreen 
allows water to escape and 
air to circulate, reducing 
the risk of mold and water 
damage inside the building. 


Our engineered 
mounting system 
creates a hidden 
fastening system that 
all but eliminates face 
fastening. Installation 
is quick & easy and 
never requires specialty 
subcontractors. 


Nichiha's unique 
starter track 

pulls double-duty. 

It ensures a fast, level 
installation and its 
patented drainage 
channel directs water 
out and away from 
the base of the wall. 


Nichiha Architectural Wall Panels 
are lightweight, easy to handle and 
available in a virtually endless color 
palette and a diverse offering of 
textural finishes. They're also backed i 
with the industry's strongest warranty. ы 


A NEM. еа а 


чш! жш x 


Gateway Rehabilitation Center іп Nichiha Illumination Series Architectural Wall Panels 


Get the inside story. Buildings clad in Nichiha Fiber Cement have always 
turned heads, but our obvious good looks are only part of the story. 
The wide array of finishes, and the nearly limitless color palette with our 
Illumination Series is liberating, but Nichiha Architectural Wall Panels are NICHIHA 
beautiful on the inside, too. There are always two sides to the story, and with fiber cement 
Nichiha Architectural Wall Panels, both sides are amazing. the power of possibilities" 


Watch our video and get “Тһе Inside Story" www.nichiha.com/insidestory 
866.424.4421 nichiha.com ©2014 


Circle no. 233 or http://architect.hotims.com 


VLOZ МЭЯИ31435 3NIZVDVW VIV JHL 12311IH2UV 


WOO 3NIZVOVWI23LIHONV/'MMM 


FRONT 


SAN FRANCISCO'S SKYLINE 


AS THEIR CITY'S SKYLINE GROWS TALLER, SAN FRANCISCANS HAVE 
DIVIDED OPINIONS ABOUT THE VERTICALITY OF THEIR CITYSCAPE. 


A RECENT REPORT by Watertown, Mass.— 

based firm Sasaki Associates and analytic 

agency Equation Research, "The State of the 

City Experience," outlines the results of a San Francisco Skyscraper Comparison 
survey conducted with people who live and MOORE 
work in one of six major U.S. cities. When 
San Franciscans were asked how their city 
should invest to improve its architectural 
character, 25 percent said they wanted 
smaller buildings (the highest percentage 
of any city), while 20 percent said they 
preferred skyscrapers and iconic buildings 
(also the highest percentage of any city). 


With multiple towers in the works there, it 853 ft 
seems the 20 percent will have its way. 802 f | 


1,200 ft 


,070 f 


1,000 ft 


The 1,070-foot Salesforce Tower, 800ft | 
designed by New Haven, Conn.—based Pelli | 


Clarke Pelli Architects, will dominate the [RENNES 
skyline as the city's tallest skyscraper when NE B 


itis completed in 2017. Foster * Partners' 600 ft 
50 First Street tower will climb about 20 

yards above the current tallest building, 

William Pereira’s Transamerica Pyramid, 

to come in second. This project includes 400 ft 
an additional tower next door on Mission 

Street, which will rise to 605 feet. To design 

the two buildings, the London-based firm UH 
is working with San Francisco's Heller 200 ft 4 
Manus Architects—the same firm that has 
designed the nearby 181 Fremont Street, a 
tower currently under construction. And EHE 


400 ft 


E 
EE 


Бат ШІ аттты 
| Е 
{ 


ECU OMS 


ҮЛҮЛ, 


rounding out a new class of high-rises, sce Fate П | 
Chicago's Studio Gang Architects recently 160 Folsom 1 Transamerica Pyramid, 50 First Street, 2017, Salesforce 
released renderings ofthe 160 Folsom Street Street, unknown Street, 2016, 1972, William Pereira Foster + Partners Tower, 2017, | 
ЖЕР . Я completion date, Heller Manus Pelli Clarke Pelli 
skyscraper, but the building still faces zoning Studio Gang Architects Architects 


approval. CAROLINE MASSIE Architects 


TOP: FOSTER + PARTNERS 


Design a more open апа 
flexible commercial space 
with NanaWall 


Create light infused, open work 
environments and seamless transitions 
between indoor and outdoor spaces. 


NanaWall systems’ engineering stands up to the 
daily commercial grind, as well as the challenges 
of wind, water, extreme temperatures, forced entry, 
and structural load. 


The panels provide comfort, the security of a fixed wall, and 


an energy efficient sound barrier to the outside when closed. 


Visit NanaWall.com and search 
Q АКСНМАС for projects 


and case studies 


University of Hawaii Cancer Center, Honolulu HI Showrooms Nationwide 
NanaWall Aluminum Framed Thermally Broken Single 

Track Sliding System HSW60 with open corners 800 873 5673 

Architect: Zimmer Gunsul Frasca Architects nanawallcom 
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А MEAT-PROCESSING FACILITY IN CHICAGO GETS NEW LIFE AS 
A VERTICAL FARM AND BUSINESS INCUBATOR THAT IS NEARING 
ITS NET-ZERO GOAL. 


URBAN AGRICULTURE is entrenching itself 

in derelict industrial centers, where former 
production and storage facilities serve as 
blank canvases for organized experiments in 
local industry. One such project is The Plant, 

a 93,500-square-foot vertical farm housed in 
an 89-year-old, repurposed meat-processing 
facility on Chicago’s southwest side that is on 
its way to achieving net-zero energy. Since 
2010, The Plant, with its nonprofit parent Plant 
Chicago, has grown to host 13 tenants and has 
received roughly $2 million in local and state 
grants. Last year, it raised $65,230 on Kickstarter 
to fund the construction of a living wall for the 
building’s lobby. 

The estimated $6.5-million project is 
structured around internal loops that direct 
energy from one system into another. (For 
example, waste heat and humidity from one of 
six farms on site help to condition spaces where 


mushrooms are grown.) The building is used to 
farm fish, bake bread, produce jam, grow fruits 
and vegetables, and brew kombucha—and, 
soon, beer. But its net-zero goal hinges on the 
installation, anticipated for early 2015, of an 
anaerobic digester—two stainless-steel hoppers 
that total 104 feet long and will compost up to 
27 tons of biowaste each day from The Plant 
and nearby businesses into solids and liquids 
for use in fertilizers and on green roofs. 

John Edel, The Plant’s founder and 
executive director (shown above inside the 
digester), wants the nonprofit to continue to 
support its food-producing tenants while it 
becomes an educational resource for firms 
seeking to repurpose energy and waste. “The 
Plant will never be finished,” he says. “It’s 
intended to be a continuing laboratory for 
experimentation around loop-closing and 
biomimicry.” HALLIE BUSTA 


© Read our full interview with The Plant's John Edel at bit.ly/1nziBKb. 


SOUND OFF 
Jonathan Weiss, founder and CEO 
of audio-equipment maker Oswalds 

ill Audio (OMA), takes cues from 
istory to pair high-quality sound with 
display-worthy design. Inspired by the 
rofessional audio equipment used 
in 20th-century theaters, his two-way 
Speaker systems feature cone-shaped 
orns to direct and amplify audio for 
a refined, full-bodied output. "Horns 
ave very high efficiency, and that 
ranslates into effortless, natural sound 
with real dynamics," Weiss says. 

The studio's newest design, 
onarch, pairs a 15-inch woofer and 
midrange horn whose reverberations 
are unified by solid-wood baffles that 
flank the speaker like a pair of butterfly 
wings. The speakers are crafted in 
ОМА5 eastern Pennsylvania workshop 
rom local materials, including black 
walnut, cherry, and ash wood. 

Joined and finished like wood 
urniture, the speakers' unconventional 
orms and lack of right angles add to 
he complexity of their assembly. "Since 
our speakers are generally at least 10 
imes more efficient than conventional 
ones, they are also 10 times more 
revealing of any errors in acoustical 
engineering," Weiss says. 

The full collection can be viewed and 
tested by appointment at OMA's New 
York showroom. oswaldsmillaudio.com 


LEFT: BEN KOLAK; RIGHT: CYNTHIA VAN ELK 
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Introducing the RAVEN Studio sprinkler; a uniquely discreet solution by Tyco Fire 
Protection Products. The revolutionary paint-in-place, removable escutcheon allows 
for superior fire protection without compromising building design aesthetics. 

Visit ww w.RavenStudioSprinkler.com to request a sample RAVEN Studio Sprinkler kit. 
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Safer. Smarter. Tyco. 


Fire Protection Products 
Copyright ©2014 Tyco Fire Products LP. All Rights Reserved 
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PORTFOLIO: 


JOHN PORTMAN & 
ASSOCIATES 


Offices: Atlanta and Shanghai 

Principals: John C. Portman Jr., FAIA (founder and chairman); 

John C. (Jack) Portman ІП, FAIA (vice chairman); Grace A. Tan, AIA (president); 
Walter N. Jackson (executive vice president, Shanghai office); Walter E. 
Miller, Gordon R. Beckman, AIA, Lell E. Barnes III, AIA (design directors); 
John D. Nipaver, AIA, Gregory A. Botsch, AIA (production directors) 

No. of Employees: 60 

Founded: 1953 

Awards: AIA Honor Award for the Hyatt Regency Atlanta Hotel, Grand 
Architectural Creation Award from the Architectural Society of China 

On The Boards: Yinchuan Greenland Center (right) 

Notable Work: Norfolk State University's Brooks Library (above, completed 
2011); Zhe Jiang Fortune Finance Center (above right, completed 2012); 
Beijing Yintai Center (below, completed 2008). 


=) Every month we dedicate this space to work that architects 
have uploaded to our online Project Gallery. Publish yourself 
at architectmagazine.com/projects. 


TOP LEFT: STEVE MAYLONE; TOP RIGHT: MICHAEL PORTMAN; BOTTOM LEFT: BEIJING YINTAI PROPERTY CO., LTD. 
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Restoring an iconic landmark's beauty while honoring Wright's 
dedication to blending architecture with nature. 


Imagine the Kaufmann family's surprise when, instead of boasting a view of the waterfall, Frank 
Lloyd Wright suggested building their home on top of it! To restore the historic landmark's beauty, 
PPG's color-matching technology rose to the occasion, recreating Wright's original aesthetic vision. 
To protect and beautify the outside, conservationists used PERMA-CRETE™ Alkali-resistant 
Primer coating and MANOR HALL? TIMELESS? paint for the topcoat. Inside, they applied PURE 
PERFORMANCE? zero-VOC* base paint. They chose DURANAR® coatings for the window 
frames to deliver unparalleled performance against the elements. And, they replaced 319 windows 
using STARPHIRE? ultra-clear glass and SUNGATE? low-emissivity glass. 


TM 


Visit ppginnovation.com/risingabove to contact a PPG IDEASCAPES" specialist for your next project. 


"00 PPG Industries 


Bringing innovation to the surface. 


Perma-Crete is a trademark and Manor Hall, Timeless and Pure Performance are registered trademarks of PPG Architectural Finishes, Inc. Bringing 
innovation to the surface and PPG IdeaScapes are trademarks and Duranar, Starphire, Sungate and the PPG Logo are registered trademarks of PPG 
Industries Ohio, Inc. Fallingwater is a registered trademark of the Western Pennsylvania Conservancy. © 2014 PPG Industries, Inc. All rights reserved. 


*Colorants added to this base paint may increase volatile organic compound (VOC) levels significantly, depending on color choice. 


Image of Fallingwater is used with express consent of Western Pennsylvania Conservancy. PPG is a proud sponsor of Fallingwater/Western Pennsylvania 


Scan to learn more. Conservancy. 
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ES INTERNATIONAL 4 
ES] CODE COUNCIL 4 


Resiliency, Safety, 
Innovation and 


Affordability 
INTERNATIONAL 


CODES* 


THE 2015 INTERNATIONAL CODES: 

* Offer design flexibility without 
compromising safety. 

* Provide clarity so the code is 
applied in a uniform manner. 

* Address design and installation of 
innovative materials. 


SIGNIFICANT CHANGES TO THE 
I-CODES? SERIES, 2015 EDITION 
Get up-to-code quickly with these 
must-have guides! Key changes in 
the 2015 IBC, IRC, and IFC are 
identified then followed by in-depth 
discussion of how the change 
affects real-world application and 

a color illustration. Coverage reflects 
provisions with special significance 
including new and innovative design 
ideas and technologies, modern 
materials and methods of construc- 
tion, and current approaches to 


[а]: [m] Je 
HL safety and stability. Available in hard 
Jc 2%. сору or download. 
DR Circle no. 427 or http://architect.hotims.com 
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"Faster, Thinner 


loor Warming 


l sus SChluter® 


Systems Electric floor warming system with integrated uncoupling 


Floor warming systems have become very popular. Heating tiled floors increases the need for 
uncoupling to prevent cracked tiles and grout. Use Schluter®-DITRA-HEAT to get both — warm 
floors and uncoupling — in a single layer. 


Heating and uncoupling in a single layer 

No self-levelers required to encapsulate heating cables (no need to wait for curing) 
Place the heating cables exactly where they are needed, without clips or fasteners 
Combines the flexibility of loose cable with the ease of installation of a mat system 
120 V and 240 V options 


Programmable and non-programmable thermostats available 
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Architecture 


THAT SINKING FEELING 
When its construction is complete, 
New York—based Kohn Pedersen 
Fox Associates' Lotte World Tower 


CONTINUING EDUCATION 


HOT 


STEP UPD 


Billings Index near Seoul, South Korea, will be the 
tallest building on the peninsula Kimberly Bowes 
55 8 and, at more than 1,800 feet, опе U N ITS Director 
ofthe tallest towers in the world. i i 
Е But the “construction complete” acids oe 
^^ 23 pts part is running into some issues. ces DUE 
Seek eo reese Sinkholes have been appearing POST-FRAME PROJECTS Massimiliano Gioni 
Institutional in the neighborhoods around the The lowdown on the cost and time аен 
construction site. Also, a lake nearby of construction for typical post-frame 
is reportedly shrinking. Water has building projects. bit.ly/1BunfEZ (1 AIA) 
D3 3 appeared in the sixth basement Lourdes M. Castro Ramírez 
| level of the tower, and some һауе SLIDING DOORS Assistant secretary for Public and Indian Housing 
^* 1.9 pts speculated that it came from the Learn what you need to know about А А я 
кру НЕ lake. Movement of underground interior sliding door systems in On July 31, President Obama nominated Ramirez, 
y . А қ . ; rd . А who is currently president and СЕО of the San 
Mixed Practice water could potentially undermine single family, mid-rise, and high-rise Antonio Housing Authority, for the role. 
the ground in the area— ground buildings. bit.ly/1pWrH9u (1 AIA) 
that supports several apartment А 
і buildings. The local government has QUICK-DRY SOLUTION Jennifer Jones 


ruled that the tower's construction is 


One solution to moisture-related 


Executive director 


A 3.3 pts not the cause of either the sinkholes problems is rapid drying concrete, AIA San Francisco 
727777777 N m orthe water levels in the lake, but a ready-m ix solution for preventing Jones joins the AIA chapter following a nearly 
Commercial the Seoul city government is also moisture-related floor covering eight-year stint at the International Association 
хи 2 looking into the matter. ailures. bit.ly/Iv96gDN (1 AIA) of Lighting Designers. 
А ADP NATIONAL JOB GROWTH IN THOUSANDS Amanda Sturgeon, FA 
\ 1.2 pts m Executive director 
ЕЕ ЕЕРЕЕ Gee International Living Future Institute 
Multifami ly 200 218 Sturgeon was formerly ШЕ vice president and 
Residential 150 director of the Living Building Challenge program. 
100 В 
D Eric Corey Freed 
А Vice president of global outreach 
9 Е International Living Future Institute 
4 2.0 pts JUL | AUG SEP OCT NOV DEC JAN НВ MAR APR MAY JUN JUL 


17 Fastest 


) More Affordable > 


Freed previously ran OrganicArchitect for nearly 
two decades. 


Rebecca Dorris Steiger 
President 


International Interior Design Association 
New York chapter 


STEP DOWN © 


Emily Rafferty 
President 
The Metropolitan Museum of Art 


Rafferty announced that she will retire in 2015. 
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Austin, Texas 22% 
Raleigh-Durham, М.С. 18% 
Charlotte, М.С. 16% 

Provo, Utah 16% 

San Antonio 16% 
McAllen, Texas 15% 


Las Vegas 13% 

Cape Coral, Fla. 13% 
Colorado Springs, Colo. 12% 
El Paso, Texas 12% 
Houston 12% 

Fort Worth, Texas 12% 


Nashville, Tenn. 1296 
Orlando, Fla. 12% 
Dallas 10% 
Oklahoma City 7% 
Wichita, Kan. 7% 


Growing U.S. 
Cities and Their 
Rate of Growth 
(2006-2012) 


Ted Landsmark, Assoc. AIA 


President 
Boston Architectural College 


On July 25, the college's board of trustees announced 
that it let Landsmark go after a tenure of 17 years. 


July Jobs Report 


New construction jobs reported by the U.S. Department of Labor's Bureau of Labor Statistics 


13000 © 2,500 9 6600 © 8800 


Architectural and 
Engineering Services 


Carol Galante 


Commissioner 
Federal Housing Administration 


Ө 30,900 


Total Construction 
Jobs Added 


Galante will step down this fall to join the faculty 
Nonresidential at the University of California, Berkeley. 


Construction 


Residential 
Construction 


Heavy and Civil 
Engineering 


MAP SOURCE: THE NEW YORK TIMES AND REDFIN 


J. Visser Design « CYPRIUM HOUSE * Whitehall, MI 


CONTEMPORARY DESIGN, TIMELESS COMFORT 


Throughout our history, we have delivered an unrivaled aesthetic 


that both complements and inspires changes in architectural trends. 


The timeless comfort that radiates from Loewen windows and doors 
made with Douglas Fir and Mahogany provides the perfect contrast of 
warmth to contemporary design, while the ever-changing patinas of 
our copper and bronze-clad products offer rich, deep textures that 
are both contemporary and future facing in their own right. We craft 
windows and doors with aesthetic value that endures — just like the 


long-lasting performance of all of our products. 


We look forward to helping you realize your vision. Contact your 


Loewen Window Center or get inspired by visiting www.loewen.com 


20 YEAR WARRANTY ON GLASS, 


3 
419% | WOOD COMPONENTS & PAINT VISION FROM WITHIN 
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OMNI SAN DIEGO HOTEL 


AS A SINGLE SOURCE MANUFACTURER, LaCANTINA DOORS OFFERS 
A COMPLETE AND PERFECTLY MATCHING DOOR PACKAGE CREATING 
SYMMETRY AND BALANCE WITH OUR NARROW STILES AND RAILS. 


ING .асамтімА DOORS 


BACKED BY AN INDUSTRY LEADING 10 YEAR WARRANTY, OUR DIVERSE FOLD | SLIDE | SWING 
RANGE OF PRODUCTS, MATERIALS AND PERFORMANCE OPTIONS 
MEET THE NEEDS OF ANY COMMERCIAL OR RESIDENTIAL PROJECT. 


OPEN SPACES? | LACANTINADOORS.COM CALL 888.282.1105 
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SAVED ENERGY. SAVED SPACE. SAVED THE BUILDING. 


> SUCCESS STORY: TOWSON CITY CENTER, MARYLAND 


How do you make a building built in the feet on the 13th floor. As a result, a floor 
1960's century conform to 21st century that had once been a mechanical room 
standards in energy and space efficiency? became leasable space. And, 70% of the 
This was the challenge with the vacant shaft required by the previous outdated 
eye-sore in the heart of Towson. system was filled in, significantly increasing 
After gutting the entire building, it was usable space on each floor. 


discovered that each floor had only nine 
feet of ceiling clearance. A heavily-ducted 
HVAC system was not an option. 


Not only was space saved, but energy 
needs were dramatically reduced as well. 
Mitsubishi Electric’s VRF zoning system 
The solution? A Mitsubishi Electric Cooling provided 11 LEED® energy points, and 


& Heating VRF zoning system with resulted in a $422,000 rebate through 
low-profile indoor unit fan coils to provide Baltimore Gas & Electric’s Smart Energy 
individualized zoning. Savers Program. 

Because of the modular design of the VRF By saving energy and space, Mitsubishi 
system, the 15 outdoor units were placed Electric brought the Towson City Center 
on the roof which freed up 12,000 square into the 21st century. And beyond. 
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Get more details about Towson City Center and see how 
Mitsubishi Electric solved other HVAC design challenges 
at MitsubishiPro.com. 

Equipment Proudly Distributed By Aireco Supply, Inc. 


WT ec 


Б PROJECT SUMMARY 


Building Type: 
* 15-story Office with 170,000 sq. ft. 


Equipment Installed: 

* R2-Series Air-source Outdoor Units 

* Wall-mounted and Ceiling-concealed 
Indoor Units 

* LonWorksQ Interface 

* GB-50 Central Controller 

* CITY MULTI* Controls Network (CMCN) 


System Capacity: 
* 272 Tons of Simultaneous Cooling and Heating 


Results: 

* LEED Silver with 11 Energy Points from 
Mitsubishi Electric HVAC 

* $422,000 Energy Rebate 

* Fully Leased 


MITSUBISHI 
ELECTRIC 


COOLING & HEATING 


АЗ1МОЭ A809385 :010Hd 
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AIAVOICES 


THE SKIN DOCTOR | PHYSICS AND BUILDING ENVELOPES 


Matt Williams is an associate principal at Arup, where he serves as 

the firm's Los Angeles-based Facade Practice leader. His work on the 
Sainsbury Laboratory at Cambridge University, which received the 2012 
RIBA Stirling Prize, integrates building performance and design to ensure 
optimal working conditions for scientists and technicians. "I don't think of 
à facade as just a ‘skin’ that wraps around a building," he says, “I think 
of it as the first 5 or 6 feet of the building—it has an influence on what 
happens inside and outside." 


OUR FACADES PRACTICE GREW OUT OF ARUP'S RESEARCH AND 
Development group, which started doing specialty facade work in 
the 1980s. About four or five years ago, we began integrating the 
facades practice into the buildings group globally. Ideally, every 
Arup building project should have access to a facade engineer. 
Building types and building geography have a major influence 
on each design. That's a key thing we investigate first before looking 
for a prescriptive approach. A building design that is very energy 
efficient in one location may not translate well to another location, 
or from residential to commercial. We have guidelines, sure, but the 
performance-based approach has taken a huge lead in our practice. 
The Sainsbury's laboratory was very challenging, even though it 
looks simple. Laboratories are energy-intensive, and a huge amount 


of effort went into how the interior spaces are lit. The client wanted 
to encourage world-class scientists to move to Cambridge, and one 
way to do so was to offer a collaborative, adaptable environment so 
they could have ad hoc meetings, eat together, and work together. 
They wanted scientists to meet up in these breakout spaces along 
the west elevation of that building, which meant striking a delicate 
balance between maximizing daylight into the social spaces while 
mitigating the high solar gains. It's about how users influence the 
space, and that conversation is held over a set of iterations that can 
offer useful comparisons to reach an optimum solution. 

A façade has to have an integrated approach, as it encompasses 
such a broad range of skills and disciplines, from mechanical systems 
to materials. When I worked with Arup in London, we'd start with 
a few standard approaches—a facade system or cladding type—but 
in the last five to 10 years what we've termed "building envelope 
physics" has become a more dominant factor in the early design 
phase by informing the energy efficiency of buildings. And we have 
that conversation with other engineers about things like integration 
and holistic solutions. 

In the end—and in the beginning, frankly—the understanding of 
how a facade works depends on the people you work with. It's about 
the quality of that collaboration. —As told to William Richards 
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SLOAXLIH 


Grow, Innovate, 
Flourish 


The АТА Foresight Report is a 36-page resource for firms of all sizes to 
understand evolving trends, evaluate their own trajectories, experiment with 
change, and determine the best path to grow, innovate, and flourish. 


Download your copy today: www.aia.org/foresight 


Key findings include: 


* Shifts in the operating 
Environment 


* Evolution of the business 
of architecture 


* Trends and change in 
Professional practice 


* Design with purpose 


FREE to AIA members to download 


AIANOW 


By William Richards 


SR 
1 Renewables 2.0. As with the 
burgeoning resilience industry, the 
renewable materials industry is 
trying to define itself relative to older 
notions of sustainability and newer 
benchmarks for progress. To that point, 
organizers of the Renewable Energy 
World Conference & Expo (Dec. 9-11) 
in Orlando have divided their energy 
tracks by size, application, and region 
to cover large-scale renewables, 
distributed generation, and renewables 
in the global marketplace. 


A Learn more at 
renewableenergyworld-events.com. 
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3 Critical Moment. Reducing energy 
consumption and carbon dioxide 


Ж? 


DC LZ 


S emissions: two noble goals that may 
RE UU» ultimately become historic I-told-you- 
SX so's. What is the AEC industry really 
wx doing about them? Join ASHRAE and the 


American University of Beirut for the 
International Conference on Efficient 
Building Design in Beirut to learn more 
about advanced research in future 
proofing the way we build and renovate. 


7 Learn more at ashrae.org. 


M 
4 Market Forces. If you've been to 
architecture school in the last two 
decades (as a student or an instructor), 
you've grappled with community 
resilience, design representation, 
history, structural loads, and other 
curricular areas—all couched by 

energy efficiency, quality of life, social 
equity, and thermal performance. The 
economic argument for sustainability, 
however, still needs to be made— 

the topic of the Association for the 
Advancement of Sustainability in Higher 
Education conference and expo next 
month in Portland, Ore. 


Aa Learn more at conference.aashe.org. 
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2 Feeling Hot, Hot, Hot. There are 
practical challenges to designing for 
thermal efficiency. There are also a 
number of upstream decisions that 
can impact performance long after 
the building is completed—a focus 
of the 2014 International Conference 


on Thermal Engineering this year 


(Oct. 27-28) in Barcelona. 
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photovoltaic-conference.com. 
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5 White Light. Photovoltaic (PV) panels 
are making small gains more rapidly in 
Europe than anywhere, the continent 
boasting 69 percent of the world's 

total PV cumulative capacity. What 
accounts for that success? And why | 
does the U.S.—with more than twice the „> 
sunlight duration hours of the European 
Union countries combined—lag so far 
behind? Find out at the 29th European 
Photovoltaic Solar Energy Conference 
and Expo (Sept. 22-26) in Amsterdam. 


Vioc sasWaldas 109410 


4% 


Сс о DA 


"> 


АУ» 


DP 


525252 
a 


Rv U 


ZZA 


тие 


LSNI NVORTAIAV ЯН. 


SLOTXLIHOHV ЯО Я], 


Create. 
Connect. 


THE AMERICAN 
INSTITUTE 
OF ARCHITECTS 
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ENERGY BANK | DESIGN GUIDE SERIES PUSHES SAVINGS 


THROUGH A SERIES OF PUBLICATIONS FOCUSED ON ENERGY 
optimization, four industry groups and the U.S. Department of Energy 
are providing guidance to help move the building industry toward 
market-viable net-zero energy and carbon-neutral buildings. 

Over the last decade, ASHRAE (which changed its name from 
the longer American Society of Heating, Refrigerating and Air- 
Conditioning Engineers) has published 10 separate Advanced 
Energy Design Guides (AEDGs) for six different building types. The 
first group of guides, published in 2005 (and with nearly 600,000 
downloads to date), targeted a 30 percent savings beyond ASHRAE 
Standard 90.1-1999 and covered small offices, small retail, K-12 
schools, small warehouses, highway lodging, and small hospitals 
and healthcare facilities. 

The most recent group of guides, published in 2013, targets a 50 
percent energy savings over ASHRAE Standard 90.1-2004 and covers 
small-to-medium offices, medium-to-big-box retail, K-12 schools, 
and large hospitals. A 50 percent savings AEDG for grocery stores is 
now in development. 

"The AEDG is one of the few interdisciplinary resources that 
receives both equal input and significant use from multiple disciplines 
and professional organizations— engineers, architects, lighting 
designers, and green-building professionals," says Dan Nall, FAIA, 
the AIA's representative on the AEDG Steering Committee. "As such, 
AEDG is a widely recognized and respected brand across the industry 
that cuts through what can be challenging communication between 
team members and clients." 

The development committee for AEDGs, formed in 2003, is 
comprised of representatives from the AIA, ASHRAE, the Illuminating 
Engineering Society of North America, the U.S. Green Building 


BIG BOX 
RETAIL 


M d. 


WES 


Council, and the U.S. Department of Energy. As new benchmarks and 
best practices have evolved in different sectors of the AEC industry, 
the AEDG development team members have integrated those changes 
into the planning for successive guides. 

Other changes have addressed cultural concerns within 
architecture centered on design autonomy. The most recent series 
of guides, for instance, recognizes that not all architects will want to 
(or be able to) use such a prescriptive design solution as the AEDGs 
outline. To that end, the guides also provide performance standards 
to direct teams toward an integrated methodology for their building. 
Decisions made during the design phase can be critical to achieving 
advanced energy savings. 

"Anything like the AEDG series that can help architects 
understand the value of energy modeling—to use it up front as a 
design tool, which can aid collaboration —is most welcome," says 
Helen |. Kessler, ҒАТА, LEED Fellow, founder of Chicago-based 
HJKessler Associates and a pioneer in energy modeling. “Architects 
don't need to ‘do’ energy modeling per se, but they need to care 
about it deeply, and engage their engineering consultants in using 
models starting in the earliest phases of design." 

Nall sees the AEDG series as a starting point for that upstream 
conversation. “Мапу architects try to drive energy-efficiency 
conversations on their projects, but often lack the technical 
understanding to push engineers in that direction," he says. “Тһе 
AEDGs help to empower architects to move the conversation 
forward. They can serve as a conversation starter on teams that might 
not otherwise know how to think about energy issues as well as 
highly experienced teams who rely on high-level guidance to vet 
all possible solutions." —Jodi Scott MIN 
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Heat Gains 


Thermal performance 2.0 


IN LOWER MANHATTAN, AN OLD MASONRY BUILDING (WHICH 

shall remain nameless) has such high thermal loads from its 
mechanical systems and human occupants thatthe air conditioning 
kicks on all year long—even in winter. It's a not-uncommon 
phenomenon in New York and other places where masonry and early 
curtainwall buildings have new uses and mechanical loads but not 
new building envelopes. Maybe preventing heat loss in the winter is 
not always such a good thing? 

Up to this point, conventional wisdom has dictated that 
achieving high thermal performance was mostly about preventing 
heat transfer. But, to a growing number of researchers, it may have 
more to do with harnessing the power of that thermal energy and 


ensuring that it can adapt to current and changing conditions. 
"You don't want to prevent the transfer of energy," says Jason 
Oliver Vollen, who is a principal in high-performance business 
engineering at AECOM as well as a research scientist at CASE, 

the Center for Architecture, Science, and Ecology at Rensselaer 
Polytechnic Institute in Troy, N.Y. “But,” he continues, “you want 
to manage it and use it to your advantage. " 

Vollen is now in the third phase of an ongoing research project 
examining how high-performance materials can help buildings 
leverage the thermal energy that the sun broadcasts, instead of 
seeking protection from it the way most buildings do. It is one of 
three current projects advancing thermal performance recently 
funded by the AIA's Upjohn Research Initiative grant program. 

It is common knowledge that certain building materials can 
contribute greatly to heat transfer and overall thermal performance, 


—_ 
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affecting a building’s energy efficiency and the comfort of its occupants. 
What is less certain is the extent to which this kind of heat transfer 


impacts energy efficiency and undermines other efforts to create 
optimal conditions. In one example, considerable industry attention 
has been paid to the R-value of windows and protecting against solar 
gain, but relatively little information has been gathered about building- 
envelope performance. These three Upjohn grant research projects seek 
to advance that discussion in meaningful new ways. 

In addition to Vollen’s project, the other two projects deal 
with mechanized, or “kinetic,” façades and the mitigation of heat 
loss through thermal bridging (which refers to the pathways of 
heat transfer and loss in poorly insulated buildings, such as those 
with concrete or metal). “It’s incredibly important that the AIA 
is supporting advances in these subjects," says Drake Wauters, 
AIA, 2014 chair of the AIA's Knowledge Community on Technical 
Design and Building Performance, and the technical director and an 
associate principal at Perkins+Will. “Issues of thermal performance 
are very important, especially in a high-performance building— 
because small things can make a huge difference as building 
performance is elevated." 

In his project, which won an Upjohn grant in 2010, Vollen is 
working with a ceramic tile manufacturer, Tegula Tile, in Rensselaer, 


AIAFEATURE 


N.Y., on a system of modular ceramic masonry curtainwalls that 
absorb the sun's heat and then redistribute it to the rest of the 
building effectively turning the structure into an energy transfer 
station. While plants and animals have adapted to take advantage 
of local climatic conditions, architects have created a building 
environment that often seeks to protect against climatic conditions 
in what Vollen calls an “antagonistic way.” 


To a growing number of researchers, it 


may have more to do with harnessing | 


the power of that thermal energy and 


ensuring that it can adapt to current 


and changing conditions. 


Vollen calls his project Climate Camouflage. “Just as an animal 
would blend into its surroundings to hide from a predator," he 
says, "we're going to make our building as invisible as possible 
to the climate." The project's masonry system uses color, texture, 
and morphology to balance thermal energy across a facade by 
taking advantage of temperature differentials, material properties, 
and fabrication processes that vary depending on localized 
environmental conditions. Using ceramic is beneficial, he adds, 
because it's abundant, recyclable, and formable, and can be used in 
diverse applications without degradation. The system may soon be 
put to a real-world test: Tegula Tile and CASE are now working with 
the Schodack Central School District in upstate New York to doa 
possible pilot run of the masonry system as soon as next year. 

Picking up on the idea of making buildings "invisible" or 
"transparent" to their environments, Kyoung-Hee Kim, an assistant 
professor of architecture at the University of North Carolina at 
Charlotte and a senior consultant at Front, received an Upjohn grant 
in 2013 for her project "Sustainable Transparency: Kinetic Building 
Façades.” The project's goals are to establishdesign guidelines 
for mechanized facades using life cycle assessment techniques 
to create a commercially viable prototype of such a system using 
these guidelines. 

The project recognizes that a major issue with mechanized 
acades is balancing aesthetics, functionality, cost, and energy 
efficiency, according to Kim. As part of her research, Kim studied 
buildings that have kinetic facades, including the Arab World 
nstitute in Paris; Q1 headquarters in Essen, Germany; and the Al 
Bahr Towers in Abu Dhabi. Each of these employs a combination of 
sensors, mechanized components (actuators), a control board, and a 
building-management system. Building upon this, Kim has designed 
our kinetic facade typologies that are now being evaluated using 
prototyping and simulation techniques. 

“T envision that the role of building facades will increase, not 
only providing a boundary layer between outdoor and indoor 
environments but also fulfilling adaptive roles in responding to 
dynamic environments and user needs [in existing buildings]," Kim 
says. She adds that she hopes that green-building checklistsowill 
continue to evolve to take into account qualitative performance 
issues such as user comfort, absenteeism, productivity, and well- 
being, all of which can be positively affected by thermal dynamics. 
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Yet quantitative information is also still essential to seeing апа 
understanding thermal performance. The third Upjohn grant project— 
sponsored by Payette Associates in Boston and led by principal 
investigators Andrea Love, AIA, and Charlie Klee, AIA— is focused 
on determining which materials and envelope systems best mitigate 
thermal bridging. Building on a first- phase investigation of seven 
buildings designed by Payette (which meant the researchers had 
easy access to all the project histories and construction documents), 
this new project, awarded an Upjohn grant in 2012, adds eight 
more buildings to the portfolio. The investigators studied each 
building using thermal imaging, giving special attention to common 
transitional problem areas such as soffits and window openings 
as well as envelope systems such as curtainwalls, metal panels, 
rainscreens, and masonry. Because they could not physically alter 
the existing conditions of these buildings, the researchers performed 
computer simulations using the Lawrence Berkeley National 
Laboratory's THERM program to study potential improvements. 


"Just as an animal would blend into its 


surroundings to hide from a predator, 


we're going to make our building as 


invisible to the climate." —Jason Oliver 
Vollen, AECOM principal. 


So far, the project has shown that thermal bridges can reduce 
R-values by approximately 40 to 60 percent over intended levels, 
which is significantly more than previously available estimates. “А lot 
of these buildings were designed to exceed code requirements, and 
we found that the thermal bridging was undermining those efforts 
significantly," Love says. 

“The quantification was the eye-opener,” Klee adds. “We also 
have seen that thermal bridging becomes increasingly a factor as 
we do other things better and better [to achieve energy efficiency |.” 
There is little point, for instance, in specifying state-of-the-art 
insulation in a building if the thermal bridges are not adequately 
identified and mitigated. The researchers found that continuity is 
key when it comes to thermal performance. The more continuous 
a thermal barrier, and the lower the thermal conductance of the 
materials selected, the better the performance. 

Similarly, to mitigate thermal bridging, continuous conductive 
elements such as Z-girts or masonry shelf angles must be pulled 
out of the thermal barrier or used discontinuously to mitigate heat 
transfer. While many products on the market claim to be thermally 
broken, the analysis showed mixed results, which demonstrates 
the importance of rigorous quantitative evaluation of proposed 
facade details. 

All of the researchers hope to share the results of their projects 
at upcoming conferences and in industry publications, and it's likely 
that the industry will see more research of this kind. "People are 
trying to get to a higher level of discussion and clarity and, hopefully, 
truthfulness in understanding the complete picture of sustainability," 
Wauters says. "The architecture, engineering, construction, and 
ownership industries are trying to connect all the dots. That's always 
a work in progress." —Kim A. O'Connell 
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MATERIALS MATTER 
THE FUTURE AND PAST OF IMPORTANT CHOICES 


ARCHITECTS CONFRONT A DIZZYING ARRAY OF NEW MATERIALS 
(and performance claims) any time they go to an expo, browse a 
design magazine, open their email inboxes, or thumb through the 
day's mail at the office. How are we to distinguish hype from fact? 
Who has time to do the research, as mass customization and global 
manufacturing are working together to expand (exponentially) the 
available options when it's time to specify a project? 

After 1945— with new knowledge about materials that we derived 
from experience in World War II, combined with a flood of research 
dollars flowing from the government to the private sector-new 
products and technologies revolutionized the design and construction 
industry. Indeed, a quick glance at industry magazines published in the 
late-1940s and 1950s suggests a dizzying effect caused by so many new 
options, with similarities to what we are experiencing today. 

Plastic became a mass-market success, being inexpensive, 
lightweight, and easy to shape into any form. There were also new, 
durable, fireproof, and easy-to-install floor tiles that contained 
asbestos, the newest “miracle” material. 

Although architecture and design publications of the era provided 
extensive coverage and discussion of new materials, information 
came from the manufacturers themselves. Architects were certainly 
not derelict in their duties to protect the public health and welfare, 
but they just weren’t equipped to ask the right questions about the 
products they specified. 

Fast-forward to today and, happily, there are solid and reliable 
sources for architects to consult as they address health, safety, and 
welfare by way of their material choices. The AIA website’s Materials 
Matter page (aia.org/practicing/materials) offers the most up-to- 
date information about the performance of materials in such critical 
areas as sustainability and public health. While that resource does 
not constitute endorsements of the products listed, the AIA Board of 
Directors is currently considering a strong position statement that 
may guide performance targets and life-cycle impact assessment as 
they relate to material choices. 

And don’t forget: Last year the AIA joined the National Institute of 
Building Sciences to launch our digital Building Research Information 
Knowledgebase—BRIK (brikbase.org) —another resource for architects 
to find vetted research in several areas. Because architects specify the 
materials that literally touch people's lives, we need all the help we 
can get to make the most informed decisions. 


Helene Combs Dreiling, FAIA, 2014 President 


A Learn more about material matters at aia.org/practicing/materials. 
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CONTINUING EDUCATION 


SPOT COOLING 


PERFORMANCE ATTRIBUTES & APPLICATIONS 


Spot coolers are used in a wide variety of applications to maintain a certain temperature or remove humidity in an enclosed space. 
Photo Credit: MovinCool 


By Richard Sharpe 


Learning Objective One—Define spot cooling 
and identify its appropriate uses and benefits. 


SPOT COOLING DEFINED 


Techopedia defines spot cooling as, "Portable 
air conditioning that is used in overheated areas 
in a large space such as in a major data center. 
Spot coolers can be placed in the areas that 
require consistent temperatures. " 


ASHRAE defines spot cooling as, "Cooling the 
air of a limited portion of an enclosed space 
without the use of walls or partitions." 


Spot coolers are used in a wide variety of appli- 
cations to maintain a certain temperature or 
control humidity in an enclosed space, such as 


data centers housing servers and IT equipment 
that generate a lot of heat. Spot coolers are also 
used in open spaces to spot cool work stations 
and heat-intensive manufacturing processes. 


Spot cooling is an energy-saving alternative to 
central air conditioning when compared to the 
equipment cost and energy consumption of 
cooling an entire plant or warehouse. Portable 
air conditioning focuses cold air on specific 
work stations so that energy is not wasted to 
cool open space. Supplemental cooling of one 
area can reduce the energy costs of the cooling 
load over the entire building. Also, spot cooling 
can improve indoor environmental quality by 
focusing cool air exactly where and when it is 
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Presented by: 


MOVINCOOL. 


THE #1 SPOT COOLING SOLUTION 


LEARNING OBJECTIVES 


After reading this article, you should be able to: 


1. Define spot cooling and identify its appropriate 
uses and benefits. 


2. List types of spot cooling systems and explain how 
they function, as well as the pros and cons of each. 


3. Compare the different types of portable spot 
air conditioning units in terms of their function, 
flexibility, installation, and applications. 


4. Discuss key selection considerations for spot cooling 
units and how they were applied in one case study. 


CONTINUING EDUCATION 


CREDIT: 1 LU АП 
COURSE NUMBER: ARsept2014.1 


Use the learning objectives above to focus 
your study as you read this article. 


To earn credit and obtain a certificate of completion, visit 
http:;//go.hw.net/AR914Course1 and complete the quiz for 
free as you read this article. If you are new to Hanley Wood 
University, create a free learner account; returning users 
log in as usual. 


needed, reducing humidity levels and keeping 
occupants comfortable. 


HOW CENTRAL AC SYSTEMS 
COMPARE TO SPOT COOLING 


Let's briefly compare a central air conditioning 
system to spot cooling. A central air condition- 
ing system is composed of four parts that must 
be installed by a qualified HVAC technician: 
ducts, evaporator, outdoor condenser, and line 
sets. Line sets and permits are required and the 
installation is permanent. On the other hand, 
portable spot cooling is a compact, all-in-one 
unit that can be easily installed. There are 

no line sets required, permits aren't typically 
required, and the unit is easily relocated. 
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A central air conditioning system must be installed by a qualified 
HVAC technician, line sets and permits are required, and the 
installation is permanent. Photo Credit: MovinCool 


There are numerous uses and benefits for spot 
cooling including people cooling, equipment 
cooling, and process cooling. The applications for 
these types of systems include server/telecom, 
offices and schools, healthcare, industrial, 
outdoors/events, and moisture removal. 


SPOT COOLING IMPROVES OCCUPANT 
COMFORT AND SAFETY 


Even when a manufacturing plant or other 
industrial facility has an efficient, large-capacity 
central air conditioning system, some areas or 
hot spots may still be subject to high ambient 
temperatures. Employee productivity in these hot 
Spots can drop substantially, errors and accidents 
may increase, and OSHA violations may occur. 


Portable spot cooling helps meet OSHA standards 
and improves occupant comfort by helping to 
reduce the risk of heat exhaustion and other 
related health issues due to heat exposure. 
Optimal occupant comfort increases employee 
morale, leading to improved manufacturing 
quality and productivity. 


The Occupational Safety and Health Act (OSHA) 

of 1970 states, "Employers are required to provide 
their employees with a place of employment that is 
free from recognizable hazards that are causing or 
likely to cause death or serious harm to employ- 
ees." This includes heat-related hazards that are 
likely to cause death or serious bodily harm. 


HEALTH PROBLEMS 
CAUSED BY 

HOT WORK 
ENVIRONMENTS 


The OSHA Act of 1970 
identifies the following 
health problems that 
can be caused by hot 
work environments: 


Work-related injuries and 
illnesses can be very costly to 
both employees and employers. 
Photo Credit: MovinCool 


* Heat stroke is an 
acute illness caused 


Portable spot cooling is a compact unit that can be easily installed 
and relocated. Photo Credit: MovinCool 


by overexposure to heat. Symptoms are dry, 
hot skin, high body temperature (usually over 
105°F), and mental dysfunction. 


* Heat exhaustion symptoms include 
weakness, lassitude, dizziness, visual 
disturbance, feeling of intense thirst and 
heat, nausea, vomiting, palpitations, tingling, 
and numbness of extremities. 


е Heat cramps are painful and often 
incapacitating cramps in muscles. 


е Heat rash is an itchy rash of small raised 
red spots on the face, neck, back, chest, 
and thighs. 


The OSHA Act of 1970 recommends 
engineering controls to prevent heat-related 
health effects in the work environment. 
Specifically, indoor workplaces may be cooled 
by using air conditioning, increased ventilation 
(assuming that cooler air is available from the 
outside), or fans. 


There are issues associated with using windows 
for cross-ventilation or using fans for air 
movement. They can encourage dust, concrete, 
metal, wood, and other particles to be blown 
around the work environment, potentially 
causing eye injuries. Workplace eye injuries are 
very prevalent: "The Bureau of Labor Statistics 
reports that eye injuries in the workplace cost 
over $467 million annually. With indirect costs 
such as legal fees, judgments, and training new 
workers, the estimated total is more than $934 
million each year." 


Another significant consequence to consider 

is lost productivity. In 2012 the Bureau of Labor 
Statistics reported that 23,830 eye injuries 
occurred that resulted in reported days away 
from work. A number of these were due to 
airborne debris. The use of spot cooling will 
keep employees comfortable and will not 
generate or promote flying debris that can 

be a potential hazard. 
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COST TO EMPLOYEES 


Work-related injuries and illnesses can be very 
costly to both employees and employers. The 
International Labour Organization identifies some 
of these costs. 


Some of the direct costs to a sick or injured 
employee include pain and suffering of the injury 
or illness, loss of income, possible loss of employ- 
ment, and health-care costs such as rehabilitation, 
nursing home care/home health care, medical 
equipment, and medical claims costs. 


Indirect costs for an employee can be several 
times more than the direct costs and are often 
difficult to measure. For example, the suffering of 
the employee's family may be extensive but may 
not be compensated for monetarily. 


COST TO EMPLOYERS 


The costs associated with workplace injuries or 
illnesses can be quite extensive for an employer 
as well. Even one incident can lead to financial 
disaster for a small company. Direct costs include 
payment for work not performed, medical 

and compensation payments, reduction or a 
temporary halt in production, increased training 
expenses and administration costs, as well as a 
possible reduction in the quality of work. Indirect 
costs to the employer may include replacement 
of the injured/ill worker, training of a replacement 
employee, reduced productivity during training, 
and negative influences on labor relations. The 
employer will also have to conduct an investiga- 
tion, file reports, and fill out forms. 


In fact, the U.S. Department of Labor—OSHA has 
developed an online tool that employers can use 
to assess the impact of occupational injuries and 
illnesses on their profitability: www.osha.gov/dcsp/ 
smallbusiness/safetypays/index.html. The OSHA 
Safety Pays Program uses factors such as a com- 
pany's profit margin, the average costs of an injury 
or illness, and an indirect cost multiplier to project 
the amount of sales a company would need to 
generate to cover those costs. The indirect costs 
are paid by the employer. The direct costs paid 
depends on the nature of the employer's workers' 
compensation insurance policy. 


Portable spot cooling improves 
occupant comfort by reducing 

the risk of heat exhaustion and 
other related health issues due 
to heat exposure. 
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Spot coolers provide a convenient and cost-effective way to 
cool server rooms where equipment must be kept at a certain 
temperature. Photo Credit: MovinCool 


USE SPOT COOLING TO PROTECT 
ELECTRONIC EQUIPMENT 


There are numerous applications and benefits 
for spot cooling beyond people cooling. 
Electronic equipment can suffer both short- 
term and long-term effects from overheating. 
If an air conditioning system does not keep 
the temperature low enough the equipment 
in a data center may continue to function and 
show no signs of overheating, but its life cycle 
may be considerably shortened, adding to 
investment costs. The same applies to industrial 
environments where heat-sensitive electronics 
or motors may be subject to overheating. 


In situations where the cooling capacity of 

the air conditioning system is inadequate, 
severe overheating can quickly occur, especially 
if there are several racks of equipment 
generating a large amount of heat. As the 
temperature rises to the danger level, servers 
containing a company’s critical data will usually 
shut themselves down to prevent possible 
damage or data loss. Network routers, which 
handle a company’s internal and external data 
transmissions such as e-mail and telephone 
communications, are even more heat sensitive. 
Overheating can permanently damage them, 
requiring costly replacement. 


However, potentially even more costly than 
equipment replacement is system downtime. 
If downtime occurs, all business activities and 
transactions supported by the electronics 
equipment comes to a halt, sometimes with 
devastating results. 


A building's central air conditioning system can 
sometimes provide the necessary cooling but 
it is usually expensive, as well as a wasteful 
use of energy. This is especially true because 
most IT equipment must operate continuously, 


including periods when the building is 
unoccupied and does not otherwise require 
cooling such as nights, weekends, and 
holidays. Also, unless air conditioning can be 
delivered separately to the server room, other 
parts of the office can become uncomfortably 
cold for employees working there. 


Spot coolers provide a convenient and cost 
effective way to cool server rooms where 
equipment must be kept at a certain 
temperature and it isn't practical to include 
permanent increased cooling at that location. 
The units safeguard servers and other 
temperature-sensitive, heat-generating 
hardware, achieving cooling that is as efficient 
as it is effective. 


In terms of function, there are two basic types 
of portable spot air conditioners available: 
air-cooled and water-cooled. Air-cooled is the 
preferred method to spot cool within server 
rooms. We will discuss different types of 
portable spot air conditioners later. 


Spot cooling of a small area or process can reduce cycle time, 
handling damage, reject rates, and increase profits. 
Photo Credit: MovinCool 


USING SPOT COOLING IN 
MANUFACTURING PROCESSES 


Manufacturing processes that require heat 
can contribute to higher cycle times as well as 
heat-related quality issues, resulting in lower 
output. Employing spot cooling for directed 
cooling of a small area or process can reduce 
cycle time, handling damage, and reject rates, 
and can increase profits. Spot cooling can 

be used to cool inventory to prevent product 
damage and needless waste, as well as to 
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protect valuable inventory from the harmful 
effects of high temperatures. For example, 
products such as food or plastics can be cooled 
down faster after they leave a heat-related 
process, substantially reducing cycle times. 
This would be used when it isn't cost effective 
to cool the entire processing plant for the 
benefit of cooling a particular area. 


Spot cooling, which simultaneously removes 
moisture from the air, can also prevent product 
defects caused by warping and condensation 
due to excess heat and humidity. 


OTHER USES FOR SPOT COOLING 


Adding spot cooling as supplemental cooling 
to the existing system where a system upgrade 
would be cost prohibitive provides additional 
cooling for new rooms, areas, equipment, 
processes, or people. 


Emergency back-up cooling provides insurance 
in the event that the main system goes down 
or if it is overloaded and there is a risk of 
equipment being damaged. This is a common 
practice for health care and educational 
organizations, as the elderly and children are 
highly susceptible to heat stroke. 


Spot cooling can be used as primary cooling and 
is well suited for older buildings with no prior 
air conditioning. This is especially useful when 
making tenant improvements that change the 
floor plan, or when adding a heat load such as 
an IT closet that requires specific cooling. Spot 
cooling may also be used in new construction 
where air conditioning was an afterthought. 


Using spot cooling for after-hours cooling will 
save on energy costs as it allows the main 
system to be shut down on weekends and 
after hours. There is no need to cool the whole 
facility when only small areas require cooling, 
especially server rooms. 


Adding spot cooling as 
supplemental cooling to 
the existing system where 
a system upgrade would be 
cost prohibitive provides 
additional cooling for new 
rooms, areas, equipment, 
processes or people. 
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APPLICATIONS FOR SPOT COOLING 


Server/Telecom 


As discussed, spot cooling is commonly 

used in server and telecom industries to 
protect computers, networks, servers, telecom 
equipment and closets, and rack rooms. The 
trend is towards smaller, more "heat dense" 
servers, and equipment shutdowns may be 
more likely to occur as existing server room 
air conditioning systems become inadequate. 
Spot coolers provide supplemental or instant 
emergency backup cooling to protect critical 
equipment during a heat-related crisis. 


Offices/Schools 


The systems may be used in offices and schools 
for supplemental cooling or maintenance needs 
after hours or on the weekends, in temporary 
classrooms, or as emergency backup cooling. 
They may reduce distractions in the classroom 
by keeping students and faculty cool during 
the hotter months. In addition, spot cooling 
can provide instant temporary cooling relief to 
critical areas when the existing air conditioning 
system shuts down, including after hours, on 
the weekend or when there is a risk of hot 
temperatures causing heat-sensitive servers or 
systems to fail, crippling daily operations. 


Visit http://go.hw.net/AR914Course1 
to read more and complete the quiz 
for credit. 


MOVINCOOL. 


THE #1 SPOT COOLING SOLUTION 


MovinCool, the world's largest manufacturer of 
commercial spot air conditioners, is a brand of DENSO. 
DENSO supplies advanced automotive technology, 
systems, and components, including air conditioners, 
to all of the world's major car manufacturers. In the 
1980s, DENSO pioneered the concept of workspace 
spot cooling to meet its own factory needs. Since then, 
MovinCool has developed spot cooling systems to 
accommodate many different applications. For more 
information, visit http://www.movincool.com. 


. Spot cooling: 


= 


a. Is an energy-efficient alternative to central air conditioning when compared to the equipment cost 
and energy consumption of cooling an entire plant or warehouse. 


b. Can reduce the energy costs of the cooling load over the entire building. 


c. Can improve indoor environmental quality by focusing cool air exactly where and when it is needed, 
reducing humidity levels and keeping occupants comfortable. 


d. All of the above 


2. True or False: In addition to cooling, spot air conditioners are extremely efficient at simultaneously 
removing excess moisture from the air. 


a. True b. False 


3. Direct costs to employers associated with workplace injuries or illness include: 
a. Medical and compensation payments b. Reduction or a temporary halt in productions 
c. Possible reduction in the quality of work 


e. All of the above 


d. Negative effect on morale in other workers 


4. A spot air conditioner is a self-contained system that is comprised of 
b. a condenser coil 
d. All of the above 


a. a compressor 
c. an evaporator coil 
e. A and B only 


іл 


. True or False: Water-cooled portable models are suitable for applications where there is no available space for the 
warm exhaust air. 


a. True b. False 


6. Which of the following statements is/are TRUE of mini-split cooling units? 


a. They consist of two separate units, an inside 
evaporator and outside condenser. 


b. Installation often requires damage to walls and 
structure as well as incurred costs involved with brazing, 


charging refrigerant, electrical, and other labor costs. 
c. They can be installed virtually anywhere. d. АП of the above 


e. A and B only 


7. Which of the following statements is FALSE? 


a. Potential disadvantages of water-cooled units include the size of the unit and required floor space, as well as 
the need to manage the warm air condenser exhaust. 


b. Portable spot-cooling air-cooled units supply cool air and reject warm air through ductwork. 


c. Portable spot-cooling water-cooled units are connected to a water source and supply cool air and use water to 
reject condenser heat. 


d. None of the above are FALSE 


8. Ceiling-mount spot air conditioners consist of a single, pre-charged unit, eliminating the cost of installing 


and maintaining an external condensing unit. 


a. True b. False 
9. is a measure of how efficiently a cooling system will operate when the outdoor temperature is 
at a specific level. 
a. SEER b. EER 
c. IEER d. None of the above 


10. Variables to consider when calculating heat loads include: 
a. Square footage of the space to be cooled b. Heat generated by occupants 
с. Heat generated by each item of machinery d. АП of the above 


e. A and C only 
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DESIGNING FOR HEALING 
AND INFECTION CONTROL 


TWO CASE STUDIES EXAMINE THE INNOVATIVE USE OF SURFACE MATERIALS IN HEALTHCARE 


Presented by: 


WW Wilsonart 
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healthcare setting. 
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Designers maximized the tight, steep site by creating a tall and relatively narrow building, with dramatic 
natural views of the surrounding hill country. Photo Courtesy of Casey Dunn. 


By Paige Lozier 


Learning Objective One—Identify how 
nature can connect a project's site and fabricated 
open space to provide a healing environment. 


LAKEWAY REGIONAL MEDICAL CENTER 


The newly constructed Lakeway Regional 
Medical Center is located in Lakeway, Texas, 
a resort community situated on Lake Travis 25 
miles west of downtown Austin in the Texas 
Hill Country. The full-service hospital, opened 
in April 2012, combines state-of-the-art 
medical technology and the plush comforts 
of home, while serving as the primary acute 
care hospital for this community. In designing 
the facility and programs, administrators and 
designers took cues from the hospitality 
industry to make this hospital a far more 
comforting environment than typically found 
in standard hospitals. 


This case study explores hospital design and how 
Color, design, structure, and open space can 
significantly impact healing and recuperation of 
hospital patients. The design firm Page provided 
planning, architecture, MEP and civil engineering, 
and LEED consulting for the 270,500 square foot 
hospital, which was built by Hoar Construction. All 
solid surface and laminate surfaces were fabricated 
by R.J. Wherry & Associates. 


Before the construction of Lakeway Regional, 

the closest hospital to the community was 
approximately 20 miles away. The steady growth 
the Lakeway community has experienced for over 
a decade is expected to continue, so the key to the 
building program was allowing for future facility 
expansion. Currently the facility includes 108 
licensed beds with shell space to accommodate 

an additional 40 beds and 40,000 patient visits 

per year. The hospital has been designed to permit 


SPECIAL ADVERTISING SECTION 


COURSE NUMBER: ARsept2014.2 


Use the learning objectives above to focus your study as you read this article. 


After reading this article, you should be able to: 


1. Identify how nature can connect a project's site and fabricated open space to 
provide a healing environment. 


2. Discuss how an innovative new solid surface material may combat the spread of 
pathogens through а 99.9% reduction in bacteria" within two hours of exposure, 
even after recontamination. 


3. Describe the world's largest known clinical trial of biocidal surfaces in which 
this biocidal, copper oxide-infused material has been applied within a 129-bed 


4. Examine how color and surface materials can be used in a healthcare setting to 
create a welcoming ambience. 


CONTINUING EDUCATION 


To earn credit and obtain a certificate of completion, visit http://go.hw.net/AR914Course2 
and complete the quiz for free as you read this article. If you are new to Hanley Wood 
University, create a free learner account; returning users log in as usual. 


lateral expansion at each level as well as vertical 
expansion for additional inpatient beds. 


When beginning the design of the hospital 
there was a tremendous amount of community 
involvement to achieve what the owners, staff 
and community desired in a regional hospital. 
There were frequent meetings with the primary 
users—doctors, nurses and owners—but 

there were also several meetings held with the 
community at large to bring together everyone's 
ideas. Not only did the city council members and 
mayor have the opportunity to attend meetings, 
but Lakeway citizens could also participate to see 
how the project design was progressing and to 
provide input. 


WORKING WITHIN A CHALLENGING SITE 


Lakeway Regional Medical Center is located 
within a larger medical and mixed-use 
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development that is slated for future growth. 
Since the hospital's opening, part of the site has 
already been expanded to include a long-term 
care facility. The area is a greenfield, meaning 
nothing had previously existed on the site. The 
very steep sloping site is spectacular and affords 
patients, staff and visitors exceptional views to 
the central Texas landscape. But, the site also 
created one of the biggest design challenges 

of the project with contours that drop over 

80 feet on an 8.6-acre hillside site; a facility 

of this size would normally require 25 acres. 
Therefore, the building was designed to have a 
compact footprint while providing a high level 
of flexibility for future expansion. 


Early in the design process, the Page design 
team determined that the only way to fit all 

of the hospital programs onto the site was to 
build vertically. They maximized the tight, steep 
site by creating a tall and relatively narrow 
building, with dramatic natural views of the 
surrounding hill country and an abundance of 
natural daylight. As opposed to typical sprawling 
hospital complexes, the taller building combined 
with an adjacent parking structure had the 
added benefit of retaining a great amount of 
green space. 


A vertically oriented hospital presents challenges 
because certain departments such as the 
emergency room need immediate access to 
patients. In addition, the loading dock and 
other utilitarian spaces necessary for a hospital's 
function also require immediate access to grade. 
The resulting building takes advantage of 

the sloping site by providing separate access 
points on different levels for the main entry, 
emergency center, outpatient surgery, service 
dock and staff entry, creating intuitive 
wayfinding for the facility. Each of the lower 
levels has access to landscaped courtyards and 
views to a man-made water feature within the 
healing garden/courtyard. 


When approaching the site there is a circular 
road that moves through the 120-acres, with 
the hospital sitting on one corner. The hospital 
is flanked on the left by the parking garage and 
on the right by numerous plantings welcoming 
visitors through the front door. The front of 

the building is used as the main entry; the 
emergency room is on the same level but is 
accessed via an elevated concrete ramp. Sitting 
two levels below the ER is the loading dock. 
Therefore, incoming patients and visitors can 
access the building through the front, whereas 
services enter through the rear on the lower side 
of the building. 


УУ Бр? h.l 
A sunken garden brings a large amount of daylight to lower levels, 


creates natural views from multiple floors, and aids in wayfinding. 
Photo Courtesy of Casey Dunn. 


USING NATURE TO CREATE 
A HEALING ENVIRONMENT 


The medical center serves a large population 
because it is the only major hospital in the area, 

so it was important to be open to the community 
as an inviting and encouraging environment. The 
Page design team really wanted to highlight this 
openness and create a hospitable feeling in their 
design. They also believed deeply in the healing 
effect of outdoor spaces and access to natural 
light, so they ensured that patient rooms had an 
abundance of natural light and that landscaping 
around the building was configured to optimize 
daylighting inside the hospital. Patient rooms have 
views of the surrounding hill country and there are 
shaded gardens and water features throughout 
the facility for patients and visitors to convene with 
nature. Garden spaces provide an escape from the 
stresses of being in a hospital and also enhance 
the welcoming ambiance the client was seeking. 


The main landscaping feature is a sunken garden 
on the uphill entry side that brings a large amount 
of daylight to lower levels, creates natural views 
from multiple floors, and aids in wayfinding. 

The garden is tiered on four different levels and 

is planted with a variety of local vegetation, 
several trees, and ivy that spills over the terrace 
walls. Large stones salvaged from the site are set 
amongst the plantings, and a waterfall cascades 
through the sunken garden. 


These landscaped areas were intended both as 
a respite for hospital visitors to step away from 
the hospital environment, but also as space for 


SPECIAL ADVERTISING SECTION 


recovering patients to receive daylight and fresh 

air for therapeutic reasons. Creating accessibility 

to these areas was a major part of the hospital's 
overall concept and design, which was inspired 

by local landscape and advanced sustainable 
technologies. It should be noted that 5796 of 

the site was restored using native and adapted 
landscaping, maintaining important natural habitat 
and reducing water consumption associated with 
irrigation by an estimated 7596. 


The exterior of the building is a combination of limestone veneer and 
precast concrete panels, which visually anchor the building to the 
site. Photo Courtesy of Casey Dunn. 


NATURAL MATERIALS MIIMIC THE LANDSCAPE 


Lakeway Regional Medical Centers distinctive pal- 
ette of materials and colors was derived from the 
owners desire for a facility which felt more like a 
hotel than a hospital and which would embody the 
latest in sustainable design concepts. Introducing 
color to hospitals has been a major industry trend 
over the last several years in the attempt to avoid 
the clinical nature of older hospitals and create a 
warm, inviting environment. 


Page designers intentionally avoided the cold, 
сіпіса! feel of typical hospitals by using materials 
throughout the building that are very natural, 
warm, and inviting such as wood and limestone. 
Inspiration was taken from the natural beauty and 
features of the area by utilizing local stone and 
precast stone in colors seen across the sedimen- 
tation of the Central Texas Hill Country. These 
materials created a strong sense of regionalism 
and were balanced with materials containing high 
recycled content that helped to create a healthy, 
healing environment. 


The exterior of the building is a combination of 
limestone veneer and precast concrete panels, 
which visually anchor the building to the site. At 
the front entrance, beautiful porcelain tiles were 
used with a color palette very similar to Texas 
limestone. This theme was carried inside with 
porcelain tiles in the same color family. 


CONTINUING EDUCATION 


When you finish this article online you will be 

able read more about the Lakeway Regional 
Medical Center project and how color and surface 
materials can be used in a healthcare setting. Now 
let's explore another case study at Sentara Leigh 
Hospital where an innovative new solid surface 
material is being used in a clinical trial. 


Over 8,000 square feet of interventional, biocidal surfaces were 
installed at Sentara Leigh Hospital, along with its use in all over-bed 
tables and patient bed rails. Photo Courtesy of EOS Surfaces and 
Charlie Gunter Photography. 


Learning Objective Two—Discuss how an inno- 
vative new solid surface material may combat the 
spread of pathogens through a 99.996 reduction in 
bacteria” within two hours of exposure, even after 
recontamination. 


USE OF BIOCIDAL, COPPER OXIDE-INFUSED 
SOLID SURFACES AT SENTARA LEIGH 
HOSPITAL, NORFOLK, VA 


Hospital acquired infections (HAls) such as 

MRSA, staph, ventilator associated pneumonia, 
central line-associated blood stream infections 
and urinary tract infections are on the rise 
throughout healthcare facilities nationwide. In a 
recently launched clinical trial, a groundbreaking 
new solid surface material is being applied and 
tested for its efficacy in combatting the spread 

of pathogens known to contribute to such HAls. 
The clinical setting is a brand new, 129-bed tower 
at Sentara Leigh Hospital in Norfolk, VA, part of 

a family of 11 not-for-profit Sentara hospitals 
located throughout Virginia and North Carolina. 
The innovative products being tested are the first 
synthetic hard surfaces with EPA Registered Public 
Health Claims—copper oxide-infused solid surfaces 
that have been proven to kill bacteria" within two 
hours of exposure. Over 8,000 square feet of these 
interventional, biocidal surfaces were installed in 
the tower, along with its use in all of the over-bed 
tables and patient bed rails. 


This comprehensive program is believed to be 
the world's largest hospital evaluation to date of 
biocidal materials, with the goal of assessing the 


magnitude of their impact against pathogens that 
are known to contribute to healthcare associated 
infections. The biocidal copper oxide-infused 
surfaces (as well as copper-infused textiles, 
including all patient gowns, sheets, towels, and 
pillow cases) will be evaluated to assess the 
potential improvement of patient outcomes and 
the reduction of healthcare costs. 


HOSPITAL ACQUIRED INFECTIONS 
PRESENT AN IMMINENT NEED 


Despite aggressive monitoring, hand-washing 
campaigns and other infection control 
measures, HAI rates, especially those caused by 
antibiotic-resistant pathogens, are unacceptably 
high not only in the United States, but 
worldwide. The drug-resistant Gram-negative 
bacteria threatens hospitalized patients whose 
immune systems are weak; the bacteria can 
survive for a long time on surfaces in the 
hospital and enter the body through wounds, 
catheters, and ventilators. Hospital acquired 
infections caused by this bacteria, such as 
Methicillin-resistant Staphylococcus aureus 
(staph), Methicillin resistant Staphylococcus 
aureus (MRSA), or Escherichia coli (E. coli), are a 
significant global issue. 


The Centers for Disease Control and Prevention 
(CDC) estimates that in the United States, HAls 
account for nearly 1.7 million infections and 
100,000 deaths each year. A 2009 CDC study 
estimates the annual direct costs of HAls to be 
between $35.7 billion and $45 billion. Killing bac- 
teria on frequently touched surfaces can play an 
important role in managing risks associated with 
microbial control. It is anticipated that the use of 
biocidal, copper oxide-infused surfaces will make a 
significant difference in reducing the bioburden in 
healthcare facilities and could become a standard 
of care for the industry. 


The platform technology infused into this surface is a proprietary 
copper oxide technology originally developed by Israeli scientists 
focused on integrating copper into linens to harness the benefits of 
copper's natural, biocidal properties. Photo Courtesy of EOS Surfaces 
and Charlie Gunter Photography. 
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THE BENEFITS OF COPPER 


Copper is an essential nutrient in the human 

body and has been used for health, wellness, and 
biocidal purposes for thousands of years, dating 
back to the ancient Egyptians, Romans, and Aztecs. 
Copper plays an important role in the healthy 
function of many systems and organs within the 
body, including the nervous and immune systems, 
and the heart, brain, and skin. In the medical arena, 
researchers have also documented coppers value 

in stimulating the production of hemoglobin (red 
blood cells), collagen and other key proteins that 
help stabilize skin layers, promoting wound healing. 


Copper is biocidal and effectively kills a broad 
spectrum of microbes through their exposure to 
copper ions. The copper ions use a multi-targeted 
mode of attack to deactivate microbes; they 
damage the microbe membrane cell wall, damage 
microbe genetic material (RNA & DNA), and 
damage microbe proteins. This multi-targeted 
attack results in rapid cell death in a matter of 
minutes. In addition, copper alloy surfaces contain 
an almost unlimited source of high concentration 
copper and are not selective in their kill, making 
biocidal resistance highly unlikely. This is opposed 
to antibiotics, which are typically designed to be 
selective and to inhibit the growth of targeted 
bacteria, but not the cells in the body. 


The platform technology infused into the surface 
iS a proprietary copper oxide technology owned 
by Cupron, Inc. that was originally developed by 
Israeli scientists who were focused on integrating 
copper into linens to harness the benefits of 
coppers natural, biocidal properties. They found 
that copper, and particularly in its oxidized state 
(referred to as cuprous oxide), provided the best 
combination of effectiveness and durability that 
they were seeking. They also discovered a new 
method for embedding the copper oxide-infused 
polymers into a wide variety of materials during 
manufacturing. This transforms the material into 
a biocidal product that protects against a broad 
range of microorganisms such as bacteria and 
fungi. In textiles, for example, the microscopic 
oxide particles are polymerized into nylon and 
polyester fibers so that they are woven throughout 
the matrix of the material, rather than just acting 
as a surface coating. 


Copper is biocidal and 
effectively kills a broad 
spectrum of microbes through 
their exposure to copper ions. 
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MICROBE 


Each sheet of the material is infused all the way throughout the 
product with the proprietary technology, making the power and 
effectiveness of the copper indefinite; it cannot be worn off or 
become less effective over time. Image courtesy of EOS Surfaces. 


MODIFYING CUPRON TECHNOLOGY FOR 
SOLID SURFACE PRODUCTS 


A solid surface manufacturer in the U.S. learned 

of this cuprous oxide derivative technology and 

felt it could be altered and chemically modified to 
work in hard surfaces and other hard plastics. The 
scientists allowed the manufacturer to dive straight 
into research and development to determine if the 
product could be polymerized into a hard surface 
and still work mechanically without sacrificing the 
efficacy of the technology. Through extensive R&D, 
the partnership determined that the technology 
was in fact a viable biocidal technology for touch 
surfaces and advanced product protection through 
active reduction of bioburden. 


Thus was born the solid surface industry's first EPA- 
registered, copper oxide-infused hard surface that 
is approved to make public health claims regarding 
its biocidal capabilities. The scientists and man- 
ufacturer are now working together to address 
significant healthcare issues by integrating the 
proven biocidal protection of copper into a wide 
range of healthcare and consumer applications. 
They are working within the medical marketplace 
on projects designed to help reduce HAls and their 
related costs in healthcare facilities and improve 
the healing and quality of life for patients. 


Biocidal, copper oxide-infused solid surfaces are a 
non-porous, fully tested surfacing material with all 
the inherent benefits of solid surface such as inte- 
gral bowls and backsplashes and virtually seamless 
applications, all with the added biocidal benefits of 
copper. Each sheet of the material is infused all the 
way throughout the product with the proprietary 
technology—visible on all exposed surfaces. 
Hence, no matter where the sheet is cut, or what 
part of the sheet is exposed, the technology is 
present in equal concentration and dispersion to 
continuously kill bacteria on the surface, reducing 
the bioburden of the environment. 


The technology is not a film or liquid chemical 
application. In fact, the particulate within the solid 
surface slabs can actually be seen by the human 
eye. The mixture of the copper oxide technology 
into the solid surface makes the power and 
effectiveness of the copper indefinite; it cannot be 
worn off or become less effective over time. 


QUIZ 


= 


. What was the biggest design challenge at Lakeway Regional Medical Center? 
a. Hospital administration b. Budget 


c. Site 


2. What is a benefit of the sunken garden used at Lakeway Regional Medical Center? 
b. Creates natural views 
d. All of the above 


a. Brings daylight to lower levels 


c. Aids in wayfinding 


3. Warm, hospitable colors were employed throughout Lakeway Regional through a mixture of what surfaces? 
Choose all that apply: 


b. Glass 
d. Wood veneer 


a. Stone 
c. Solid surface 


e. Laminate 


4. True or False: Laminate was typically specified in areas with constant activity and interaction such as nurse 
stations and patient rooms. 
a. True b. False 
5. True or False: Laminates are more durable and less expensive than veneers. 
a. True b. False 
6. What is the primary element used in biocidal solid surface products? 
a. Mercury b. Lead 
c. Copper d. Silver 
7. The CDC estimates that in the United States, HAls account for nearly infections and 100,000 
deaths each year. 
a. 2 million b. 1.7 million 
c. 5 billion d. 2,000 
8. EPA testing determined that the registered biocidal solid surface material kills greater than of Gram-negative 
and Gram-positive bacteria within two hours of exposure even after recontamination. 
a. 5096 b. 10096 
c. 75% d. 99.996 
9. Biocidal solid surface can be used in which of the following surfaces? 


b. Bed rails 
d. Nurse stations 


a. Countertops 
c. Sinks 
e. All of the above 


10. True or False: The biocidal solid surface has copper imbedded throughout the material so it can be manipulated 
(sanded, cut, etc.) without losing its efficacy. 


a. True b. False 


у Visit http://go.hw.net/AR914Course2 to read more and complete the quiz for credit. 


Wa Wilsonart 


Wilsonart is one of the world's leading manufacturers and distributors of high pressure laminates and other 
engineered surfaces used in furniture, office and retail space, countertops, worktops, and other applications. The 
company has achieved success through a combination of outstanding service, high-quality products, and a focus on 
continuously redefining the laminate surface through improved performance and aesthetics. 
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..and you shall find. 


ARCAT.com provides architects, engineers, spec 
writers and contractors with the most comprehensive 
on-line resource for building product information. 
You will find this and more online at ARCAT.com 

for FREE, and no registration required! 


arcat.com 
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ARCHITECT 


Text by Eric Wills and Elizabeth Evitts Dickinson 


EVERY YEAR, We approach the ARCHITECT 50 with the same premise. It firms to submit a portfolio with an energy-efficient project that best 

may be impossible to capture every way in which a firm can excel, have exemplified their commitment to sustainability (ARCHITECT editors judged 
a significant impact on its community, mentor a younger generation of those submissions). When we ran the numbers (check out our methodology 
designers, and help save the planet with its energy-efficient buildings. on page 84), some familiar firms rose to the top (Westlake Reed Leskosky), 
But we nevertheless strive to compile a list that recognizes firms small some newcomers rocketed into the top 10 (Studio Gang Architects), and 
and large, who are making their mark beyond just their ability to run a some unexpected interlopers crashed the proceedings (Jones Studio). In the 
financially lucrative business. This year, we added a few new data points, end, the exact positions may not capture the full extent of how firms are 
capturing information on how firms are helping their interns gain excelling. But we hope that the list inspires architects to review their own 
licensure, both through financial incentives and culture. And we asked best practices and embrace even higher ambitions. 


OVERALL 


01 WESTLAKE REED LESKOSKY 


"YOU CAN'T GET TO TECHNICALLY EXCELLENT SOLUTIONS WITHOUT 
A PHENOMENAL AMOUNT OF RESEARCH.” — PAUL E. WESTLAKE JR. 


Cleveland, Ohio | ++. | $$$ 
OVERALL SCORE: 300.00 


ТШШН 
ПП ПП ШІ 
ПП ПП ШІ 


LEGEND 


EMPLOYEES 

* 1—10 

** 11-99 

*** 100-499 
е... 500-999 
..... 1,0007 


GROSS REVENUE 

$ Less than 999,999 

$$ 1—9.9 million 

555 10—99.9 million 
5555 100—999.9 million 
55555 1 billion 


RANK IN EACH CATEGORY 
m Business 

m Design 

m Sustainability 


© ТОР 10 BIGGEST MOVERS 


“Е FIRST TIME MAKING THE ТОР 50 


Few firms have the distinction of reaching the 
century mark, but Westlake Reed Leskosky, 
founded in 1905, has not only survived, it has 
thrived. The key to that success, says managing 
principal Paul E. Westlake Jr., FAIA, was a 
decision to focus the firm's portfolio while 
diversifying its services. “For the first 92 years, 
we were a Cleveland-based, architecture-only 
firm with a diverse practice," says Westlake. 
"We would respond to any opportunity." 

In 1997, that changed. First, the firm 
assessed its portfolio to determine “where we 
might be differentiated, in terms of our talents 
and our profitability," Westlake says. It decided 
to focus on performing and cultural arts 
centers, historic preservation, healthcare, and 
workplace environments. 

Then, the firm diversified its geography 
by opening new offices in cities like Phoenix, 
while also expanding in-house expertise to 
include things like engineering and building 
modeling services. Today, the firm provides 
an integrated design approach within its core 
areas of expertise. “Our philosophy was to 
get away from the patriarchy of architecture 
and to embrace the idea that all disciplines 


02 


William Rawn Associates 
Boston | • e | $$$ 


OVERALL SCORE: 288.95 
ШШШ! ATH 
UU) 27ТН 
iwi ^— 2ND 
This year, 2009's top firm had one of the highest net- 
revenue-per-employee numbers with a portfolio that 
included Tata Hall at the Harvard Business School. The firm 
designed 92% of its projects using energy modeling. 


03 О 69 paces 
Gensler 
San Francisco | • e e e e | 5555 


OVERALL SCORE: 277.44 
ОООО 6TH 
ІШІП 19ТН 
ТИИТ АТН 
Gensler invested 13.2% of its profits in research and 
collected energy data for 9296 of the gross square footage 
of its projects from 2012 and 2013. "The challenges of 
creating fresh, human-scaled forms and site responses 

for multiple hundred-thousand-square-foot projects is 
daunting," said the design judges. "But this team seemed 

to stay on task in getting them right." 


are important," Westlake says."When we 
do a performing arts project now, we do the 
architecture, plumbing, IP data, lighting, 
acoustics, engineering ... we do everything." 

This expertise is bolstered by a strong 
commitment to research. Sixty percent 
of profits went back into research in 2013, 
helping to support highly technical projects 
like the $15 million Wayne N. Aspinall Federal 
Building and U.S. Courthouse modernization 
project in Grand Junction, Colo., which became 
the General Services Administration's first 
net-zero energy facility on the National 
Register of Historic Places and achieved LEED- 
NC Platinum. "You can't get to technically 
excellent solutions without a phenomenal 
amount of research," Westlake says. 

Equally important to the sustainability 
of its portfolio is the sustainability of its 
workforce. Associates get an automatic 
10 percent salary bump upon licensure, and 
every employee has a clear, five-year growth 
plan. "They love that they can look ahead and 
it's not a mystery how they are going to grow in 
the firm,” Westlake says. "The most important 
assets of any firm are the people.” E.E.D. 


ОД © 2o»iaccs 
ZGF Architects 
Portland, Ore. | ++. | 5555 


OVERALL SCORE: 262.28 

ШШЩЩ ШИ ШИ ШЇШЇШҮҮ ҮШҮ ЇШШШЩЩШИЇШЇЇШЇЇ 9TH 
HOU HNN 23 RD 
ОООО 9TH 
ZGF bolstered its business rank by dedicating 396 of 

its billable hours to pro bono work, and shined in the 
sustainability category with its 44,607-square-foot J. Craig 
Venter Institute in La Jolla, Calif., designed to achieve 
net-zero energy. 


EYP Architecture 55 Engineering 
New Brunswick, N.J. | + • • | $$$ 


OVERALL SCORE: 261.30 
OT 10ТН 
ІШІП и 5-3 И 
ОООО 15Т 
ЕҮР was the top firm in the sustainabilty category (see 

page 76) and boasted a 2096 increase in net revenue as 

well as a strong research portfolio, which helped it move up 
eight spots from last year. 
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CENTER 


06 

Adrian Smith + Gordon Gill Architecture 
Chicago | ++ | $$$ 

OVERALL SCORE: 257.96 

TU UCU UU 8TH 
NU) 14ТН 
ХЛИ 16ТН 
Adrian Smith + Gordon Gill increased its net revenue by 

27% and exhibited “design innovation in projects across the 
globe of varying scales and budgets,” said the design judges. 
“Elegant and high-performance curtainwalls that have strong 
identity at the scale of the city, in the interior atmosphere of 
the building, and at the scale of the detail.” 


07 + 
Brooks + Scarpa Architects 


Los Angeles | • • | $$ 


OVERALL SCORE: 254.19 
ATTY 615Т 
TU ШШШ ШШЩЩ 9TH 
ІШІП 8TH 
Just 14 employees large, Brooks + Scarpa debuted on the 
list with a strong performance in sustainability (95% of the 
firm's projects were designed using energy modeling and 
daylighting studies) as well as design. "Good use of kit-of- 
parts architectural elements to create new and surprising 
atmospheres,” said the design judges. 


08 * 


Studio Gang Architects 

Chicago | +. | $$$ 

OVERALL SCORE: 246.55 
ЇИЇШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШ 87TH 
ІШІП ^— 22TH 


її! 7ТН 
A notable debut, Studio Gang scored high in sustainability 
with its Living Building Challenge—certified remodel of the 
Midwest Office for the Natural Resources Defense Council in 
Chicago. "Refreshing and innovative, combining new tools 
and technologies with fresh forms," said the design judges. 
"|n every case, the problem that was refined by the design 
team to be solved was as interesting as the solution itself." 


Payette 
Boston | • • • | $$$ 


OVERALL SCORE: 246.31 
HUY 54тнН 
ДЇ ШШЩ ЩЩ ШШШ ЩЩ 3RD 
ІШІП 22N D 
Sixty-six percent of Payette's 144 employees are LEED 
accredited professionals, but the firm really shined with 

its design portfolio. “Elegant handling of large-scale 
institutional buildings with structural innovation and 
distinguished curtainwall resolution,” said the judges. 


10 
Mark Cavagnero Associates 


San Francisco | +» | $$ 


OVERALL SCORE: 244.59 
Тонио —2ОТН 
ОООО 8TH 
HUY 34тн 
Mark Cavagnero improved on its 29th place finish last year 
hanks to strong financials and its design portfolio. “Clear 
architectural elements distilled to elegant solutions that 
imelessly engage historic buildings and contemporary urban 
settings,” said the judges. “The thoughtful syncopation 
structure envelope and interior construction contributed 

о an engaging rhythm—perhaps most evident in the 

San Francisco Jazz Center.” 


BUSINESS 


01 WESTLAKE REED LESKOSKY 15т OVERALL 


BILLABLE HOURS 
DEDICATED TO 
PRO BONO WORK 


11 

Lake|Flato Architects 
San Antonio | “” | $$$ 
OVERALL SCORE: 242.01 


Тооно 63RD 
ШШШ ЛШ ҮҮ ШШШҮҮШҮ TT 
UMUC UUM UOT — 14ТН 


Lake|Flato repeated its strong showing from last year 
(10th) with a design portfolio that exhibited “a mastery of 
light and shadow,” the judges said. “The design team was 
thinking beyond material gesture to an expansive interplay 
of controlled form in many states: solid and negative, 
transparent and dynamic.” 
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Skidmore, Owings & Merrill 
New York | «%%%% | 5555 


OVERALL SCORE: 241.56 
TMM 19ТН 
ДШИ ШШШ ШШЩ ШШЩ ШШЩЩ 5TH 
ПІШІП 46ТН 
SOM bolstered its business ranking with а healthy research 
portfolio, including its Timber Tower project. "Large-scale 
work with thoughtful attention to detail, which gives 
architectural identity that mediates between the urban scale 
and that of specific spaces in the city,” said the design judges. 


13 © 55 Places 
ІКоп.5 Architects 
Princeton, N.J. | +, | $$ 


OVERALL SCORE: 237.41 
OOOO З0ТН 
ШЇ ШШШ ШШЩЩ ШШЩ 6TH 
ПШПШШШШШШШШІШШШШШІШшШшШЦ осы») 
ІКоп.5 Architects missed the cut last year but rocketed onto 
the list thanks mainly to the strength of its design portfolio. 
"Clear and elegant design solutions harnessing structure, 
material, and light towards singular timeless work, on 
relatively tight budgets," said the judges. 


14 

The Miller Hull Partnership 
Seattle | +. | $$$ 

OVERALL SCORE: 235.67 


ПІШШІШІШІШІШІШІШІШІШІШІШІІШІШІШІШШІШІШІ ШЕ 72ND 
ТШШ! 215Т 
ОООО 12ТН 


Miler Hull's commitment to sustainability is exemplified by 
its Bullitt Center in Seattle, which is using 75% less energy 
than a similar building constructed to Seattle's codes. Initial 
data suggest the center will be net-positive. 


02 HDR 19TH OVERALL 


AVERAGE SALARY INCREASE 
UPON LICENSURE 


04 WILLIAM RAWN ASSOCIATES 2ND OVERALL 


NET REVENUE INCREASE 


FROM 2012 


15 

HOK 

St. Louis | e e e e e | 5555 
OVERALL SCORE: 233.75 


ОООО 22 ND 
ІШІП 47ТН 
ОООО 17ТН 


НОК offers а 10% salary bump upon licensure. The firm's 
commitment to sustainability (6096 of staff are LEED 
accredited professionals) was illustrated by its National 
Oceanic and Atmospheric Administration center in Pearl 
Harbor, Hawaii, which is expected to earn LEED Gold. 


16 
Eskew+Dumez+Ripple 
New Orleans | • • | $$ 
OVERALL SCORE: 233.47 


AUN | 47ТН 
||| ОТН 
wtiwi?i?iZiinM =~ 5 TH 


A 2011—2014 Intern Development Program Outstanding 
Firm Award winner, Eskew+Dumez+Ripple impressed the 
design judges: “Every project seemed to be infused with a 
sense of effortlessness—forms and site responses that were 
inspired straightforward, and respectful of place while not 
being overly precious." 


17 

Leddy Maytum Stacy Architects 

San Francisco | +» | $$ 

OVERALL SCORE: 227.63 

tv iN ЕУІ») 
HN) O LST 
ШШШІШШІШІШШІШШІШШІШШШІШШШШІШ ЗАО 
Leddy Maytum Stacy shined in sustainability: 57% of 
employees are LEED accredited professionals, and the 

firm collected energy data for all of its projects from 

2012 and 2013. Its Rene Cazenave apartment building 

in San Francisco, designed for the formerly homeless, is 
expected to perform 2996 better than California code. 


18 © 62 Piaces 

HGA 

Minneapolis | * e e e | 5555 
OVERALL SCORE: 226.12 


Тиин ^— LOTH 
ШШШ! 37ТН 
ППШІШШШШШШІШШІШШШШІШШІІШЕ 33RD 


After missing the list last year, HGA zipped into the 

Top 20 thanks to its strong financials and sustainable 
credentials, bolstered by the Los Angeles Harbor College 
Science Complex in Wilmington, Calif., which is expected to 
earn LEED Platinum. 


03 SPECTOR GROUP лотн OVERALL 


NET REVENUE INCREASE 


FROM 2012 


05 GOOD FULTON 65 FARRELL 83ND OVERALL 


AVERAGE SALARY INCREASE 


UPON LICENSURE 


19 Фзовглсе5 
HDR 
Omaha, Neb. | • • e e e |555 


OVERALL SCORE: 222.03 
ПШШШІШІШШШШІШШІШШІШШІШШІІІШІШЕ ^— 2ND 
||| 4.5 TH 
ttwtti (=i MM — GOTH 
Healthcare specialist HDR had a strong 2013, with a 20% 
increase in net revenue. The firm invested a healthy 10% 

of profits in research, investigating how new legislation 

is affecting the delivery of healthcare as well as pursuing 
evidence-based design. 


20 

Perkins+Will 

New York | ee e e e | 5555 
OVERALL SCORE: 221.67 


AOU ЕРДІҢ 
ТИИ 4.6ТН 
UU || 25TH 


Perkins+Will invested 10% of its profits in research and 
demonstrated a solid commitment to sustainability: 53% of 
staff are LEED accredited professionals and the firm collected 
energy data for 38% of the gross square footage of its 
projects from 2012 and 2013. 
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CENTER 


DESIGN 


01 NADAAA 25TH OVERALL 


For the second year in a row, NADAAA has 
captured the top slot for design. Once again, 
the design jury noted the firm's command over 
a diverse range of typologies and geographies, 
regardless of whether it's a $90 million school 
of architecture that just opened in Australia or 
an elegant private home sited amid olive groves 
in France. The judges hailed the firm's "strong 
handling of materials and structural form to 
shape light and connect to each site." 

Research, says principal Dan Gallagher, 
AIA, underscores the firm's design ethos and 


allows for success within its breadth of projects. 


"At the base of all of our work, regardless of 
scale and location, is the rigorous analysis of 
place, of material, of program, of structure, of 
orientation,” he says. “This makes us less of a 
conventional firm, perhaps, in that we don’t 
specialize in one type of project. Rather, it is the 
rigor of our process that carries through. And 
that can manifest itself in different programs.” 
To support its iterative design process, 
NADAAA has added an in-house shop that 
allows for prototyping, modeling, and even 
fabricating custom elements for projects. This 


21 + 


Jones Studio 
Phoenix | • • | $$ 


OVERALL SCORE: 220.95 
AY 67ТІН 
CTU — 77TH 
ДЇЩЛЇИЇШШШЇ ЛИ ЇЇ ШЇЇ ЇЇ 6TH 
With 13 employees, Jones Studio debuts on the list thanks to 
its green credentials. The firm's Mariposa Land Port of Entry 
in Nogales, Ariz., which features an extensive rainwater 
collection system, was designed to achieve LEED Platinum. 


22 

CO Architects 

Los Angeles | • • | $$$ 
OVERALL SCORE: 220.73 


ЇШЇШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШШ 24TH 
NUE =| 65TH 
L 24ТН 


CO Architects’ Collaborative Life Sciences Building and 
Skourtes Tower in Portland, Ore., is seeking to achieve LEED 
Platinum. All of the firm's projects іп 2013 were designed 
using energy modeling. 


Dortoi¥ Familial 
X X 


allows the architects to test unusual forms and 
materials and to prove feasibility to clients 
and construction professionals, bridging the 
gulf that can exist between rendering and 
reality. “There are all of these other pieces that 
go into design: client management, execution, 


23 

МВВ) 

Seattle | ++. | 5555 
OVERALL SCORE: 219.91 


Хоини — LST 
ПІШІП || 26TH 
Финин =| ATH 


NBBJ had a 14% increase in net revenue from 2012 and 
offers a 596 salary increase upon licensure. The firm's design 
portfolio, which includes the Rupp Arena renovation in 
Lexington, Ky., and an Amazon office complex in Seattle, 
received high marks from the judges. 


24 

ELS Architecture and Urban Design 
Berkeley, Calif. | e e | $$ 

OVERALL SCORE:219.88 


ТИИ 11ТН 
ДЇЇ ШЇ Ш ЛИШ 70ТН 
ALL — 28 TH 


ELS makes a nice jump in the rankings from last year 

(42па) thanks to a 2096 increase in net revenue. The firm's 
emphasis on high-performance design is reflected by the 
numbers: 80% of its projects were designed using energy 
modeling, and the firm collected energy data on 80% of the 
gross square footage of its projects from 2012 and 2013. 


the place between the beautiful rendering 
and actually getting something built," says 
principal Katherine Faulkner, AIA. "We 
consider that to be a part of the design 
process as well. We are quite muscular on 
the delivery end.” к.Е.р. 


25 + Q 50 paces 
NADAAA 
Boston | • • |55 


OVERALL SCORE: 219.84 
ШШШШІШІШШІШІШШІШІШІШІШІШІШШІШІІІ SSR 
TU ШИШИШИ ШШЩ ШШЩЩ 15Т 
ІШІП 76ТН 
Repeat design category-winner NADAAA was a big mover, 
making the overall Top 50 for the first time (see above). 


26 * 
Behnisch Architekten 
New York | • e e |555 


OVERALL SCORE: 218.97 

ИШ ШЛШИ И ШШШ ШШ 124ТН 
um wii I ^— 2ND 
UAE 415Т 
Behnisch debuts on the list thanks to its strong design 
portfolio. “A coherent body of work across a variety of scales 
that masters light, color, and movement to weave buildings 
into their site,” said the judges. “The firm works globally but 
captures the local atmosphere of each place.” 


COURTESY NADAAA 
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02 BEHNISCH ARCHITEKTEN 26TH OVERALL 


City of Santa Monica 
Parking.Structure 


04 WESTLAKE REED LESKOSKY 15т ovERALL 


Visitor Research and Training Center 


27 Q 21 PLAcES 

Ann Beha Architects 
Boston | e e | $$$ 
OVERALL SCORE: 218.80 


ШШШ ЛШ ЇИИШЇШҮҮЇШШ ШШ 36TH 
ШЇЇ ТЇШ ЩИ ШИШ =| STH 
CHiN _ З7ТН 


Ann Beha’s shot up 21 spots thanks to marked 
improvement in its sustainabiliy ranking: 5496 of the staff 
are LEED accredited professionals and 8096 of projects were 
designed using energy modeling. The firm was selected 

to renovate the Walter Gropius—designed U.S. embassy 

in Athens, Greece. 


28 

FXFowle Architects 
New York | • • • | $$$ 
OVERALL SCORE: 217.19 


MWUtUNUUUU MMT бБІН 
ANNU 16ТН 
MWtHWVtwVwVwZWw§[Z[8£$FW®wH_Ww88.Z!’ Hi ОТН 


FXFowle made a nice jump (16 spots) with a portfolio that 
had an "impressive and ambitious selection of projects," 
said the judges. "Not necessarily a consistent pursuit of a 
design agenda, but consistent in architectural ambition." 


— 


Denver Union Station 


29 Q 57 Places 

BNIM 

Kansas City, Мо. | +. | $$$ 

OVERALL SCORE: 216.47 
ШШШ 112ТН 
Тонио OT 
UAE 19ТН 
After missing the cut last year, BNIM had a strong year: 93% 
of the firm’s projects were designed using energy modeling 
and daylighting studies, and its LEED Platinum Bancroft 
School Redevelopment project in Kansas City is bringing 
affordable housing to a revitalizing neighborhood. 


30+ 

Hastings Architecture Associates 
ashville, Tenn. | +, | $$ 

OVERALL SCORE: 216.18 


ОООО — LA TH 
ШИ ТЇШ 68ТН 
ШІ MS LS 


Smaller firm Hastings debuted on the list thanks to a 
2296 increase in net revenue and a portfolio that featured 
he LEED Platinum Bridge Building renovation/addition 
project in Nashville. 


03 PAYETTE 9TH OVERALL 


- чаши -- 


Pennsylvania: State University, Eva J. Pell 
Laboratory for Advanced Biological Studies 


31 * 


Sorg Architects 
Washington, D.C. | e e 


OVERALL SCORE: 215. 


ШШШШШШІШШШШШЦ 
AOU 
ДШИ ЇНЇ ШШЩЩ 
Sorg debuted оп the list with 


05 SKIDMORE, OWINGS & MERRILL 12TH OVERALL 


— 


555 

04 
MINUM 2 STH 
ІШІП =| BATH 
HAM 13TH 


strong financials and 


sustainability credentials: 95% of the firm’s projects were 


designed using energy mode 


ing, including the LEED Silver 


Southern Regional Technolog 
Fort Washington, Md. 


32 
LPA 


y and Recreation Complex in 


Irvine, Calif. | © + | $$$ 
OVERALL SCORE: 214.50 


ШЇШҮЩЛ ШШШ 
ШШШ ЩИ ШИ ШШ ШЇ 
ШШЩ ШЇШШД ШИШ 
[РА witnessed a 14.596 increa 


ІШІП 27ТН 
ІШІП ШІ З6ТН 
ІШІП 49ТН 


se in net revenue апа shined 


in sustainability: 8096 of the firm's projects were designed 


using energy modeling and p 


ursued a potable water-use 


reduction beyond what was mandated by code. 
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A Barrier to Fire. 
Not Inspiration. 


ашар 


Fire-Rated Aluminum 
Window And Door 
Systems 


For beauty, the best in 
safety and design flexibility 
look to Aluflam. Built to 
blend effortlessly with 
non-rated storefront and 
curtain wall systems, our 
virtually limitless portfolio 
includes true extruded 
aluminum vision doors, 
windows and glazed walls 
fire-rated for up to 120 
minutes. You'll see why 
we've become the favorite 
of architects and installers 
alike. Aluflam gives you 

a barrier to fire, not 
inspiration. 


Aluflam USA 
Phone 714-899-3990 | Fax 714-899-3993 
Email info@aluflam-usa.com 
www.aluflam-usa.com 


Circle no. 194 or http://architect.hotims.com 


CENTER 


GROSS SQUARE FOOTAGE 
DESIGNED USING 
ENERGY MODELING 


Two years ago, EYP made a move to become 

a leader in high-performance buildings. The 
firm— founded in Albany, NY., in 1972, and now 
encompassing 375 employees in 12 offices — had 
a history of energy efficiency, both with its 
portfolio and in its own offices. But the firm 
wanted to make that commitment global. 

"We decided that our vision would be for 

every building to become a high-performance 
building from an energy perspective," says 
president and CEO Tom Birdsey, AIA. 

To that end, in 2012, EYP merged with The 
Weidt Group, a company offering analysis and 
energy modeling using proprietary software. 
Today, the company consults on every EYP 
project. “We begin with pre-design modeling," 
says David Eijadi, FAIA, principal at The Weidt 
Group."We can build accurate enough models 
sothat we can do immediate comparisons and 
get a project to net zero or to meet the [AIA's] 
2030 challenge. Then, as the design team and 


the client develop more real information, our 
models evolve and allow them to continue 
to make even more refined decisions. Going 
through this process helps designers and 
owners make improved decisions." 

And it helps to save clients money, such 
as the more than $1.3 million in rebates that 
EYP's client Trinity University, which is in San 
Antonio, received from its municipally owned 
energy utility. 

EYP did daylighting studies for all of its 
projects in 2013, pursued a potable-water-use 
reduction for 95 percent of the gross square 
footage, and also collected energy data for 75 
percent of its online projects for the last two 
years. “We now put into our specifications a 
requirement for metering devices and other 
technology in the building not just to reduce 
energy, but to make it easier for us to measure 
and have benchmarks for understanding that 
energy reduction," Birdsey says. E.E.D. 
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Fabricoil” exterior architectural systems provide all the visual intrigue, 

durability and functionality of traditional woven metal fabric but at an 
installed cost that any project can afford. Explore a world of fabulous 
design possibilities with Fabricoil. 


Visit fabricoil.com today or call 800.999.2654. 


Circle no. 58 or http://architect.hotims.com 
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architectural 


Marion Oliver McCaw Hall at Seattle Center - Fabricoil Vertical Exterior Shading System · Architect: LMN 
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The versatility of Sunbrella? fabrics opens new opportunities to let your imagination roam. 
To be further inspired, go to futureofshade.com. 
Circle no. 406 or http://architect.hotims.com 
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Meyer, Scherer & Rockcastle 

Minneapolis | • • | $$ 

OVERALL SCORE: 213.66 

I 49ТН 


ШШЩ ШШЩ ДШ ЩИ ШИ LST 
mi 3 ZTH 
Meyer, Scherer & Rockcastle moved up 10 spots from last 
year with its portfolio of libraries (Tulsa City- County Central 
in Oklahoma, Madison Central in Wisconsin) and adaptive 
use projects (Urban Outfitters Building 14 in Philadelphia, 
Riverfront loft in Minneapolis). 
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Kohn Pedersen Fox 
New York | • • • • | 5555 


OVERALL SCORE: 211.53 
HM 29ТН 

ІШІП 315Т 

ДЩШШИ ШШ ЛЛ ЛШ ЖҮЛ 
КРЕ boasted an 11.7% increase in net revenue thanks to ап 
international portfolio (the Abu Dhabi International Airport 
Midfield Complex, a master plan for Accra, Ghana) as well 
as a few projects closer to home, including the Hudson 
Yards Master Plan and the proposed One Vanderbilt tower 
in Midtown. 


35 
SmithGroupJJR 
Dearborn, Mich. | * e • |5555 
OVERALL SCORE: 210.50 
Hii 55ТН 


ПШЇЇШЛҮҮЩ ШШЩ  ЇШ ШИ ЇШЇЇШ ЇЇ ОТН 

иии ЗОТН 
SmithGroupJJR's portfolio showed a solid commitment to 
sustainability: the U.S. Department of Energy's National 
Renewable Energy Laboratory's systems integration facility 
in Golden, Colo., achieved LEED Platinum, and the Lawrence 
Berkeley National Laboratory's Solar Energy Research Center 
in Berkeley, Calif., is expected to earn LEED Gold. 


36 О 26 Paces 


Centerbrook Architects and Planners 
Centerbrook, Conn. | • • | 5555 

OVERALL SCORE: 206.37 

MUN! 215Т 
ОТОТ 62ND 
HH 55TH 
Centerbrook had a 1096 increase in net revenue and featured 
a portfolio that included a biomass heating facility for the 
Hotchkiss School in Lakeville, Conn., part of the institution's 
effort to become a carbon-neutral campus. 


if you can 


dream it, 
we can help 
you create it. 


To connect with someone who 
can help you bring your ideas 
to life with Sunbrella? fabrics, 


visit trade.sunbrella.com/build. 
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37 * 

Marlene Imirzian & Associates Architects 
Phoenix | * | $$ 

OVERALL SCORE: 204.90 


ПІШПШШШШШІШШШШШІШІШШІШІШШІШШІШІШІШЕ 7A 
iii 52М0 
Тиит 392Мр 


Eight-person firm Marlene Imirzian excelled with a portfolio 
of smaller-budget and sustainably minded projects, 
including a Girl Scouts Leadership Center in Phoenix. 


38 * 

Kirksey 

Houston | +» | $$$ 
OVERALL SCORE: 204.72 


WM — 15TH 
HAA 76ТН 
UU) 48ТН 


Kirksey debuts on the list after experiencing а 65% increase 
in net revenue. Its portfolio included a series of Houston 
office buildings expected to earn LEED Gold. 


ШОК пе Edge 


Constructed for the Salt Lake City Winter Games, the Weber 
County Ice Sheet and Sports Complex was an effective and 


attractive answer to the question of stadium space. The 
combination of an exposed fastening roof, wall panels and 
flat sheets achieves a sleek, industrial presentation — perfect 


for an athletic center of Olympic fame. 


Visit www.mbci.com/weber for more information. 


PROJECT: Weber County 
Sports Complex 


LOCATION: Ogden, Utah 
ARCHITECT: FFKR Architects 


CONTRACTOR: All Metals 
Fabrication 


PANEL PROFILE: 7.2, Flat Sheets 
(Silver Metallic) 


Copyright © 2014 MBCI. All rights reserved. 


d 


Metal Roof and Wall Systems 


PHONE: 877.713.6224 


E-MAIL: INFO@MBCI.COM 
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DLR Group 

Overland Park, Кап. | * * e e | 5555 
OVERALL SCORE: 203.89 


E А 1 0] 
iii ^— 72ND 
WtvWWWWvwWwTTTTTIT 39ТН 


2012 overall top firm DLR Group achieved net-zero energy, 
water, and waste with its MUSE school renovation project in 
Calabasas, Calif. 


40 
Spector Group 
Woodbury, N.Y. | ++ | $$$ 


OVERALL SCORE: 203.63 
TU ЩЩ ШШЩ ШШЩЩ 3RD 
тии 32М0 
AULAM 109ТН 
The Spector Group boasted one of the top net-revenue- 
per-employee numbers, offers a 1096 salary increase upon 
licensure, and impressed the design judges with a portfolio 
that showed a “wide range of skill and ambition.” 


41 

LMN Architects 

Seattle | +, | $$$ 
OVERALL SCORE: 202.40 


тоин ^ 82ND 
Hii 53RD 
WtvVvVVZHiiii 315Т 


LMN will conduct post-occupancy studies to ensure that 

its Stone34 office building in Ѕеа е — designed to reduce 
energy and water consumption 7596 from baseline, and 
expected to earn LEED Platinum— is meeting energy targets. 


42 

Clark Nexsen 

Virginia Beach, Va. | e e e |555 
OVERALL SCORE: 201.52 


ПІІШШШШІШІШШШІШШІШІШІШІШІШІІШІІШІШІІШІШЕЕСІІІ 
HM 59ТН 
WMWwttVGGUAu0MGF IIT = 56TH 


Clark Nexsen used energy modeling to design 92% of its 
projects, which included the Terminal 1 renovation at the 
Raleigh-Durham International Airport. 


43 

CannonDesign 

Buffalo, МУ. | • • • • | 5555 
OVERALL SCORE: 201.18 


ОООО е H 
MM 54TH 
ANU 54ТН 


CannonDesign’s portfolio of higher education, healthcare, 
and lab projects featured the LEED Platinum San Diego State 
University’s Conrad Prebys Aztec Student Union and the 
LEED Gold Indiana University Health neuroscience center. 


44 

Ayers Saint Gross 
Baltimore, Md. | • • • | $$$ 
OVERALL SCORE:200.66 


үти ST 
i 58ІН 
Тиин ЗЕР 


Ayers Saint Gross invested 10% of its profits in research related 
to its higher education work, such as its Interdisciplinary 
Science and Engineering Lab at the University of Delaware. 


ха 


$ ore 


2010-2012 Contemporary 1st Place Winner, 
designed by Davy Swanenberg, Culimaat Kitchens. 


PENCIL VICTORY INTO YOUR PLANS. 


SEND YOUR DESIGNS TO THE 2013-2014 SUB-ZERO AND WOLF 
KITCHEN DESIGN CONTEST AND THE ULTIMATE TRIUMPH COULD BE YOURS. 


Enter the grandest global industry showcase of them all and get your designs the exposure they 


deserve. Compete for more than $140,000 in cash prizes, worldwide recognition, and one of 53 regional 


prizes including an all-expenses-paid trip to a luxury resort for the Winners’ Summit and Gala. 


Submit your entries at subzero.com/contest. 


|suB:ZERO| WOLF) 
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45 + 46 
Leers Weinzapfel Associates Architects Mithun 
Boston | • • |55 Seattle | «« e | $$$ 


OVERALL SCORE: 200.21 

Wt IIIT 122 ND 
MINIMUM 43RD 

TM, _ 26TH 

Leers Weinzapfel's higher education projects (including а 

University of North Carolina at Chapel Hill research building) 

demonstrated a solid commitment to sustainability. 


When you think of LVT, think of 
EarthWerks* Luxury Vinyl flooring. 
Expect to find everything from one source. 
Glue-down, Clic, Grouted, Loose lay. 
The look of wood and natural stone in 
an array of textures and colors. 

A to Z the EZ way. 


AT 
earth werks 


FLOORING INSPIRED BY NATURE 


For information regarding our extensive line of 
sustainable vinyl flooring, please call 800-275-7943, 


or visit us online at www.earthwerks.com 
STYLE SERVICE 
----- AVAILABILITY 


OVERALL SCORE: 199.28 
ШШШЦІШШШШШШШІШШШШІШІШШІШШІШЕК LOT 


ШШЩ 


ДЇ ШШШ ШШШ TU 
After missing the list last year, Mithun snuck on with 
what the judges called "an optimistic collection of can-do 
architecture, positive and proud.” 


15TH 
58TH 


47 + 
Ziger/Snead 
Baltimore | + | $$ 


OVERALL SCORE: 196.91 
Ut0UVHUv ЭБТН 

i 38TH 
TTT. 7 STH 
Ziger/Snead had a 16% increase in net revenue with a 
portfolio of local projects: the Baltimore Design School, the 
Under Armour Visitor Center, and the Baltimore Museum of 
Art renovation. 


Ross Barney Architects 

Chicago | +. | 55 

OVERALL SCORE: 196.55 

Тонио = OTH 
HM AITH 

NE 45ТН 

Ross Barney offers a 10% salary increase upon licensure. 

Its Office Technical and Education Building at the Fermilab 


Illinois Accelerator Research Center is expected to achieve 
LEED Gold. 


49 + 


nArchitects 
New York | е“ | $$ 


OVERALL SCORE: 195.60 
ДЇШЇЇ ШЇЇ ШШ ШШ ШШ ШШЩ 138 TH 
ШІ 7ТН 
UVTI 515Т 
nArchitects makes its debut with a portfolio that "displays 
clear control over new areas of practice in a fresh and 
innovative way, combining landscape elements, prefab, and 
technology,” said the judges. "My Micro NY could establish a 
new paradigm for lower-cost housing in dense cities.” 


50 
Ehrlich Architects 
Culver City, Calif. | +, | $$ 


OVERALL SCORE: 195.58 
ПІШІП 39ТН 

ІШІП 66ТН 
MY GOTH 
Ehrlich just made the cut after a strong financial year marked 
by a 56.896 increase in net revenue. The firm's John M. Roll 
U.S. Courthouse in Yuma, Ariz., was cited by the GSA Design 
Awards and is expected to earn LEED Gold. 


DESIGN JUDGES 


Florian Idenburg, Intl. Assoc. AIA, is founding partner of 
New York-based 50—11. Prior to founding his office with Jing 
Liu, Idenburg was eight years at Pritzker laureates Kazuyo 
Sejima + Ryue Nishizawa/SANAA. Idenburg is an associate 
professor at the Harvard Graduate School of Design. 


Dan Maginn, FAIA, is a principal with Kansas City, Mo.— 
based El Dorado. He has expertise in leading complex 
projects for public and private sector clients, and is adept at 
high-performance sustainable design. He has worked on a 
number of large-scale public art collaborations. 


Sharon Johnston, AIA, is a founder and principal of the 
Los Angeles—based firm Johnston Marklee. She earned 
her architectural degree at the Harvard Graduate School of 
Design and serves on the board of the Los Angeles chapter 
ofthe American Institute of Architects. 


TAKTL 


DISCOVER ULTRA HIGH PERFORMANCE CONCRETE 


TAKTL® offers a full line of architectural elements — VECTR® facade and 
wall panels, cast corners, screens, louvers, and fins — made of TAKTL Ultra 


High Performance Concrete. Uniting superior strength, durability and design 


possibilities — TAKTL will change the way you think about concrete. 


1120 William Flynn Highway, Glenshaw, РА 15116 | 412.486.1600 | info@taktl-llc.com 
Circle no. 187 or http://architect.hotims.com 


9 STANDARD TEXTURES * 10 STANDARD COLORS 
ASTM C1186: Grade IV Certification 
SHOWN: VECTR Reeds Linear Format Panels in Custom Grays 


PROJECT: UCONN Basketball Champions Center (Storrs, CT) 
ARCHITECT: Populous 

OWNER: University of Connecticut 

INSTALLER: Marquis Masonry 

SUPPORT SYSTEM: Rainscreen Solutions by Pohl Engineering 
RAINSCREEN CONSULTANTS: International Masonry Institute 
CONTRACTOR: Daniel O'Connell's Sons, Inc. 


WWW.TAKTL-LLC.COM 
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Technical Glass Products 


Visit fireglass.com/contact 
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METHODOLOGY 


ARCHITECT advertised the ARCHITECT 50 program in the magazine and on the website, and sent invitations to 
firms that either requested entries or that had been invited in previous years. In all, 146 firms qualified. Data was 
from the 2013 fiscal year and was self-reported. Projects completed or in progress during the calendar year were 
included. Data was checked for consistency, and outliers were fact-checked. Karlin Associates LLC, a third-party 
research firm based in New York City, compiled the ranking and assured the confidentiality of the data. 

The ARCHITECT 50 ranking is based on scores in three separate categories: 


BUSINESS 19% A firm's benefits 
to help interns achieve 
licensure, including paid 
leave, reimbursement 

3596 Net revenue per employee (counting only 14% The percentage of for test fees, and salary 

architecture and design-related revenue and staff) profits invested in research increase upon licensure 


ВП ІШІ 
— = 


18% Profitability (positive change in net revenue from 2012) 14% A firm's pro bono work, measured 
by participation in Public Architecture's 
196 program and the percentage of 
billable hours dedicated to pro bono 


596 A discretionary score 
79% A score for a design portfolio. Three judges chosen by ARCHITECT for the teaching positions 
individually and anonymously scored each portfolio to create an overall that a firm's employees held 
portfolio score at architecture schools 


(ee 


ШШЩ 
—— ee 


11% The category also measured design awards won, including awards 596 The percentage of total 
granted by ARCHITECT, the AIA, ASLA, and other prominent institutions employees who were licensed 


SUSTAINABILITY 


2596 Ascore for a green 
portfolio with a project that 
best demonstrated a firm's 
commitment to sustainability 
(scoring by ARCHITECT 


2096 Participation in the AIA's 2030 Commitment program and percentage 
ofthe gross square footage of projects that were designed to 2030 
standards and that were verified as meeting those standards magazine editors) 


CE > сам 


ШИШИШИ 
—————— -ч- 


45% Energy and water metrics (the percentage of gross square footage of 10% The percentage of 

a firm's projects that pursued a potable water reduction beyond what was a firm's employees with 
mandated by code or that incorporated energy modeling or daylighting LEED AP or Green Associate 
studies, with additional credit given for the percentage of gross square credentials 

footage for which energy data was collected in the last two years) 


Each data point in the three categories was assigned a weight, formulated after consulting with industry experts. 
After the scores were tabulated in each of the three categories, they were rescaled. The top ranking firm in the 
sustainability and the design category was assigned a score of 110, and the top firm in the business category was 
assigned a score of 80. The rest of the firms' scores in each of the three categories then were recalculated as a 
percentage of the top score. The sustainability and design categories were assigned more points than the business 
category to help reward firms that achieve all-around excellence beyond just profitability. Finally, a firm's scores in each 
of the three categories were added together to create the overall ranking. Those scores were also normalized, with 
the top firm given an overall total of 300, and all the other firms' scores calculated as a percentage of the top score. 
Each firm's performance was calculated relative to the performance of other firms. A firm with an overall score of 300, 
for example, did not necessarily top out on every indicator and category; it accumulated the highest composite score. 


dios, | 


Develop the insight to realize your sustainable 
vision with the U.S. Green Building Council's 


LEED” Green Associate credential. 


USGBC.ORG/CREDENTIALS 
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CENTER 


BEST PRACTICES 


FINDING SUCCESS IN SUCCESSION 


AS THE BABY BOOMER GENERATION APPROACHES RETIREMENT, FIRMS SHOULD STRATEGIZE FOR SMOOTH 


LEADERSHIP TRANSITIONS. 


RAY KOGAN, AIA 
PRESIDENT, KOGAN & COMPANY 


Text by Amanda Kolson Hurley 
Illustration by Toby Neilan 


WHEN YOU OWN a design firm, "there are two 
exit strategies: death and quitting." That's 
what Rob Girling, co-founder of the design 
consultancy Artefact, recently wrote in a blog 
post for Fast Company’s Co.Design. But Girling 
omits the third, far more preferable strategy, 


which is a well-handled leadership succession. 


Most firms don’t adequately prepare for 
succession, says Ray Kogan, AIA, president of 
Arlington, Va.—based consulting firm Kogan 
& Company. They'd better get started: Ina 
wave of baby boomer retirements, more than 
a quarter-million Americans turn 65 every 
month. Many design industry leaders are also 


reaching that milestone (the average age of 
AIA members is 54). “It’s a huge, huge number 
of firms, and firm principals,” says Kogan, who 
adds that he’s been fielding more inquiries 
about succession from clients. 

ARCHITECT talked to Kogan and three 
firm leaders about tips for confronting this 
challenging, and often delicate, process. 


Start Early: “I honestly think four or five years 
before a key individual in the firm is planning 
on stepping out of their role” is the time to 
start talking about succession, Kogan says. 
Indeed, it takes years to identify and groom 


a potential successor, or ideally more than one. 


“Things happen—unpredictable things,” 
Kogan notes. 


PETER ARKLE 


Explore oceans of 
possibilities with 
Acrovyn Wall Protection. 


Acrovyn' is designed to protect walls. It has a 45-year track record of standing 
up to abuse all over the world. But if you think that's all Acrovyn is about, think 
again. Architects and designers are specifying Acrovyn Wall Covering and Panels 
because they are practical—and beautiful. Wall protection is no longer only 
being used in high-abuse areas and institutional settings. Rediscover Acrovyn. 
For a free brochure, call 1-800-233-8493 or visit www.c-sgroup.com. 

Find Construction Specialties оп Ж, in^ or BI @acrovyn. 


ES Acrovyn 
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MARK RIPPLE, АА 


OF OPERATIONS, 
ESKEW+DUMEZ+RIPPLE 


RICHARD F. TOMLINSON II, 
PARTNER AND DIRECTOR FAIA 


MANAGING PARTNER, 
SKIDMORE, OWINGS & 


ED JERDONEK, AIA 
PRESIDENT, 
LUCKETT & FARLEY 


MERRILL 


Mark Ripple, AIA, and his colleagues at New 
Orleans—based Eskew+Dumez+Ripple weathered 
the worst kind of unpredictable event last 
year, when founding partner Allen Eskew died 
suddenly. Ripple, a partner and the director of 
operations, credits Eskew’s own foresightedness 
with enabling the firm’s recovery from the loss. 
In 2000, Eskew expanded his sole ownership of 
the firm to six colleagues — including Ripple and 
Steve Dumez, FAIA. He worked with consultants 
on long-term planning and devolved many 
leadership duties to Dumez and Ripple. By the 
time of his death, “Allen was intimately involved 
[in the firm], but we had gone from this sole 
practitioner model to something much, much 
more diversified,” Ripple says. 


Groom the Next Generation to be Strategic 
Leaders, Not Project Managers: Firm owners, 
especially if they founded the business, tend 
not to delegate the most important or sensitive 
duties. They may assume no one else can 
maintain key client relationships or understand 
the finances as well as they do. 

That has the effect of turning the firm’s 
second tier of leadership into project managers, 
cutting them off from any strategic role. Do-it- 
all owners “hire managers rather than leaders,” 
Ripple says. Instead, they should “bring in 
people that have contrasting skill sets that 
complement theirs.” 


Establish Good Governance: When an owner's 
personal identity is wrapped up with the firm, 
a good governance system can ensure that big 
decisions aren't made by a select few. Kogan 
says more firms are letting an involved board of 
directors steer them through transitions. 

It's also wise to be prescriptive about the 
financial implications of as many scenarios 
as possible. A buy-sell agreement lays out all 
the terms for purchasing and selling shares in 


the firm. Partners of Chicago-based Skidmore, 
Owings & Merrill (SOM), for example, agree that 
they will retire (and sell their shares) within the 
fiscal year that they turn 65. This clarifies the 
time frame and makes mentorship of the next 
generation not just desirable, but essential. 
"You cannot stay. You have to leave. You 

can't sort of ... [run] your practice like you 
would if you were a sole provider," says SOM 
managing partner Richard F. Tomlinson II, FAIA. 

"Your responsibility is to mentor those you're 
working with." 


Consider an Employee Stock Ownership Plan 
(ESOP): Broadening ownership is a common 
strategy for successions, and more firms are 
taking it a step further by becoming employee- 
owned. When Ed Jerdonek, AIA, was named 
president of Louisville, Ky.-based Luckett & 
Farley in 2005, it was partly employee-owned; 
the ESOP trust acquired the rest of the equity 
over time and now holds 100 percent of it. 

"There is no financial nut to have to crack,” 
Jerdonek says. Any future transition will be "a 
pure leadership transition," since there is no 
ownership change. Separating leadership and 
ownership can avoid succession conflicts, and 
more holders of stock means more people have 
a vested interest in the firm's future. 

The flip side? Unlike in a traditionally 
structured firm, leaders don't have to assume 
alot of debt (by buying an ownership stake). 
Without that debt hanging over them, leaders 
can lose what is perhaps their greatest spur to 
success, Jerdonek believes. 

Instead, their commitment to the 
firm's culture becomes key. “Culture trumps 
everything," Jerdonek says."So what we 
need to do is to find individuals who ... can be 
stewards, and growers of our culture." With 
the next generation of leaders meeting that 
criterion, the future is bound to be bright. 


PETER ARKLE 


Build Better Mid-Rise Multi-Family Buildings 


A Fast and Inexpensive Build with a Great Result 


Finished and in-progress mid-rise multi-family buildings — 
all built with insulated concrete forms. 


888.415.6449 
logixicf.com 
info@logixicf.com 
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NSULATED CONCRETE FORMS 


V/ Continuous foam insulation 


V Low air infiltration 


4 5-day thermal lag 


V Greater safety and protection 
V Exceptional soundproofing 


V Suitable for non-combustible 
construction 


Typical Logix wall assembly 


4 Logix High Performance Mid-Rise Multi-Family Buildings can cost less than 
masonry or poured-in-place buildings and be completed, and generating 
revenue, sooner 


м The same trade can install the entire super-structure — both the finish-ready 
exterior walls and the floors as well — and the result is a quick, streamlined build 


4 Winter delays and heating and hoarding costs are eliminated or drastically 
reduced 
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Congratulations to the winners of the prestigious 
2014 Architects Challenge. Our esteemed panel of judges 
has evaluated all of the submissions and selected the 
best of the best that feature beautiful designs and 


inspired use of Marvin windows and doors. 


MARVIN: À. 


Windows and Doors 


Built around you: 


2014 BEST IN SHOW: SHINGLE-STYLE SANCTUARY 
Patrick Ahearn Architect 
Martha's Vineyard, МА See all of the winning projects at MARVIN.COM/WINNERSGALLERY 
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3-5/8" x 2-1/4" x 15-5/8" 


Ambassador - 


The Standard of 


Comparison since 1885 


An ISO 9001:2008 Registered Quality Management System 
An ISO 14001:2004 Environmental Management System 


The Belden Brick Company is proud to give 


customers more choices. With a selection 


of more than 300 colors, 20 different sizes, 
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13 textures and unlimited shapes, Belden 


Brick offers the widest range of products 


О 


choose from. 


That is why since 1885, The Belden Bric 


: Company has been recognized as the 
8" Double Thruwall - 7-5/8" x 7-5/8" х 15-5/8" ^ quality leader in the brick industry. 


Technology designed to make 
the great indoors even greater. 


Let's go back a few hundred years. 

In the past, air circulated freely through 
gaps in walls, windows and doors. And 
while we've become better over the 
years at sealing interior environments, 
we've also sealed 

in everything, from 
aldehydes, to mold 
and mildew and even 


The bold 


sources like insulation, carpet, furniture 
and fabrics. And finally, antimicrobial 
agents inhibit the growth 
of mold and mildew on чы 
the paint film and related DON 
bacterial odors, E: "i | 
addressing these / 
issues before 
they can become 


Special compounds deconstruct 
carbon molecules to dissipate odors. 


unpleasant odors. 


Why these problems 
are such a problem. 
Used in producing 
plastics, synthetic 


innovation 

for reducing 
interior odors 
and improving 


a problem. 


Technology so advanced, 

all you need is a roller. 
Perhaps what's most amazing 
about this technology is 


ppm FORMALDEHYDE 


indoor air 
quality. 


ТЕН resins, upholstery, 
--- carpet and pressed 
wood, aldehydes 
are compounds that 
gradually "off-gas", 
resulting in emissions. Mold 
Ё апа mildew сап irritate skin, 

5 eyes and respiratory tracts 
and cause staining, rotting, 
and bacterial odors. And while 
odors from pets, cooking, 
smoke and other sources may not pose 
health problems, they can make indoor 
spaces unpleasant. 
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Aldehydes are emitted from carpet 
and other products over time.t 


The science behind the technology. 

It starts with odor eliminating technology 
that deconstructs carbon molecules, 
neutralizing and dissipating odors. Then, 
new formaldehyde reducing technology* 
helps to transform airborne aldehydes 
into water molecules and harmless inert 
gas, reducing these VOCs from potential 


*Formaldehyde Reducing Technology is currently available in flat and eg-shel sheens. The length of 
time Harmony actively reduces odors and formaldehyde depends on the concentration, the frequency of 
exposure and the amount of painted surface area. 


*Based on methods: 
ISO 17226 Determination of formaldehyde content in leather by High Performance Liquid Chromatography 


ISO 16000-3 Determination of formaldehyde and other carbonyl compounds in indoor air and test chamber air 
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that it comes by the gallon. 
For more than 147 years, 
Sherwin-Williams has 
consistently engineered 
innovative coatings 
like this zero VOC product that 
balances bold ingenuity with 
aesthetic appeal. And that's 
why we call it - HARMONY. 


= 


Innovation that is the result of 
more than 147 years of R&D. 


And oh yeah, it's paint. 
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NEXT PROGRESSIVES 


MATERIAL FOCUS 


OAKLAND, CALIF.-BASED RAEL SAN FRATELLO 
BUILDS WITH POLYMERS DEVELOPED BY ITS 
MATERIALS COLLABORATIVE, EMERGING OBJECTS. 


Text by Alex Hoyt 
Portrait by Andy J. Scott 


IN 1995, Virginia San Fratello and Ronald Rael 
were alphabetically seated next to each other 
in an M.Arch. class at Columbia University's 
Graduate School of Architecture, Planning 

and Preservation. Since then, they've gotten 
married and taught together at Clemson 
University's Charles E. Daniel Center for 
Building Research and Urban Studies in 

Genoa, Italy. Іп 2002, they also co-founded 

the Oakland, Calif.—based atelier Rael San 
Fratello, a workshop where models are often 
the finished product and the goal, posted on the 
firm’s website, is "to disrupt the conventions 


Partners Ronald Rael and Virginia San Fratello carry out research on 3D printing through their Emerging Objects subsidia: 


The Next Progressives series of emerging-firm profiles is proudly supported by VT Industries. INDUSTRIES 
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“VT Doors were the right product for the New Next Progressives is a monthly 
Duke Cancer Center. The durability, sustainability, presentation in ARCHITECT of an 
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spaces within the design.” new world of design possibilities. From the 
traditional beauty of our Heritage Collection 
Jennifer Mango, IIDA, ASID to the sophisticated elegance of our Artistry 
Senior Interior Designer Collection, VT doors create the perfect aesthetic 
Tsoi/Kobus & Associates to distinguish your building projects. All doors 


are made to order, from a nearly unlimited 
choice of wood veneers, to match the rest of 
your design. 


VTDoors.com 
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of architecture by tackling projects not often 
of interest to architects." Rael, 42, an associate 
professor of architecture at the University of 
California, Berkeley, and San Fratello, 43, an 
assistant professor at San José University's 
Department of Design, don't have licenses or 
more than a handful of completed projects 
between them; instead, they're guided by а 
spirit of political activism and an interest 

in expanding the boundaries of material 
technology. Here, they discuss the intersection 
ofimmigration and design, the limits of 
architecture, and an experimental approach 
to 3D printing— which they explore with their 
materials research arm Emerging Objects —that 
they hope will revolutionize our environment. 


On being a post-9/11 firm: We were living in 
New York оп Sept. 11, 2001, but it wasn't until 

a few years later, when we were designing a 
house in Texas near the U.S.-Mexico border, 
that we truly realized how the political 
landscape could affect our work. In 2006, the 
Secure Fence Act was passed, financing an 
800-mile wall along the border. Many of the 
laborers in the region had crossed the border 
from Mexico, and 9/11 was the beginning of the 
end for that. On the design level, the house had 


This page: The 3D Printed House 1.0 for Jin Hai Lake Resort in Beijing — section (top), plan (middle), and interior rendering (above) —is a case study in integrating traditional 
building components and volumes produced with 3D-printed salt polymers and fiber-reinforced cement polymers developed by Emerging Objects. Opposite page: Emerging 
Objects demonstrates the structural potential of these polymers with its installation saltYgloo — 336 panels made from San Francisco Bay salt assembled into a semi-structural 
shell (top and middle). Rael San Fratello created the SOL Grotto installation (bottom) in 2012 at the Berkeley Botanical Garden using 1,368 light tubes from now-defunct Solyndra 
to illuminate a small contemplation space on the garden grounds. 
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a very affordable steel roof, but, because of the 
war in Iraq, the price of steel had skyrocketed, 
and this simple structure, designed to be 
affordable, no longer was. We didn't think that 
9/11 would intersect with a small house in 
Texas, but it did. 


On place and politics: We lived in one of 

the few apartments in New York's Chelsea 
district that opened onto what became the 
High Line. Before it was the High Line, it was 
our backyard — we would plant flowers and 
take walks. When we moved to San Francisco 
and learned that the Bay Bridge was going to 
be dismantled, we decided that it should be 
converted to a park, and entered a sketch in a 
competition, WPA 2.0, that sought to rethink 
U.S. infrastructure. We didn't win, and the Bay 
Bridge is being demolished, but the project was 
part of our continuing line of thought. 


On 3D printing: We've been teaching in 
architecture schools for 15 years, and have 
always been exposed to 3D printing and used 
it in our classes, but we didn't often use it in 
our practice because of the expense and lack of 
durability. Recently, our research on printing 
with other, more durable materials has taken 
off. We've printed structures out of sawdust, 
cement, and ceramic. We've even attempted 
using rubber from recycled tires, glass from 
broken windshields, and salt from the San 
Francisco Bay. Now we've been commissioned 
by a developer to design houses for a plot 
north of Beijing that would be among the 
first 3D-printed houses. The concept typically 
suggests using one large house-sized printer 
with a single material. But we see the process 
as more complex and rich—the walls, for 
instance, should be a different material from 
the floor and the ceiling. We want to build a 
house that does not suggest that architectural 
traditions should be usurped by new 3D 
printing technologies. 


On theory versus practice: We operate like 

all architects operate — 90 percent of the 
projects that cross our desks don't get built. 

If we based the happiness of our careers on 
that statistic, we'd be far from happy. Like all 
designers, we take projects as far as we can, 
with the hope that a conclusion will present 
itself in reality. It could be repurposing the Bay 
Bridge, or bringing awareness to the border 
wall, or creating a 3D-printed house. The latter 
project remains conceptual, but we see a 
trajectory where we could radically change the 
construction industry. If we don't get there, we 
won't be unhappy. But we're pushing the idea 
as far as we can. 
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NATURALLY STRONG 


FOR THE OPEN-AIR INDOCHINE CAFÉ IN KON TUM, VIETNAM, VO TRONG NGHIA ARCHITECTS TRANSFORMED 
THOUSANDS OF BAMBOO CANES INTO AN ORGANIC FAN VAULT. 


For the restaurant's 
nontraditional support 
structure, Vo Trong Nghia 
Architects leveraged the 
mechanical properties of 
bamboo to create inverted 
conical columns, which 
were mocked up and load 
tested prior to the project's 
construction. 


Ә See more images at 
architectmagazine.com 
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Text by Logan Ward 
Photos by Oki Hiroyuki 


BAMBOO MAY ВЕ the ultimate sustainable 
building material. As one of the world's fastest- 
growing plants, it can sprout up to 4 inches per 
day depending on variety, soil, and climate. 

Vo Trong Nghia Architects' design of 
the Indochine Café in Kon Tum, Vietnam, 
proves that the fast-growing grass can look 
sophisticated — even when it is left in its 
natural state. 

Built in 2013 as part of a hotel complex 
onthe Dak Bla River, the 6,000-square-foot 
open-air restaurant is elegant in its simplicity: 
15 inverted cones made of bamboo canes rise 
20 feet to create a fan vault of sorts that supports 
a butterfly roof, also made from bamboo. 

The columns are arranged in a 3-by-5 grid 
in the café’s 60-foot-by-100-foot plan. Each 
one is 20 feet in diameter at the top and tapers 
to 5 feet at the base, which is anchored into a 
concrete foundation with steel plates and bolts. 


Traditional Vietnamese fish baskets served 
as the inspiration for the columns. Principal 
designer Vo Trong Nghia, founding partner of his 
eponymous firm in Ho Chi Minh City, Vietnam, 
first worked with the material as a child, helping 
his family make bamboo tableware. 

The challenge in designing large 
structures with bamboo, he says, is respecting 
its mechanical qualities. Bamboo is dense and 
hard, but it can bend into strong, curved shapes. 
Pound for pound, it has three to four times 
the tensile strength of steel, but its behavior 
depends on whether it is used in whole, cut in 
cross-sections, or laminated. 

Part of the strength of each column comes 
from the arched geometry of its approximately 
400 bamboo canes bound by rope and three 
steel tension rings inside each cone at 5,10, and 
15 feet above finished floor. An internal central 
cane bundle and four to eight diagonal cross- 
braces provide additional support for the roof. 

Fasteners and conventional construction 
methods would have ruined the round-cane 


Strong-Tie, the Strong Frame? special moment 

r s that eliminate lateral-beam bracing and 
hat’s the advantage? It’s easier to specify 
st. As with our other moment frames, 


| welded connections, only connections. 
Learn more by calling (800) 999-5099 or visiting www.strongtie.com/smf. 
ү 


A tested solution for retrofits 


Code Listed: ICC-ES ESR-2802 ©2014 Simpson Strong-Tie Company Inc. SMF13 
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Column Section 


Roof 
* 5mm PVC panel 


* $35mm-55mm bamboo purlin 


* 50mm thatch layer 


* 635mm—55mm bamboo purlin 


* Bamboo rafter 


Bamboo arch 


Central bamboo bundle 


Rope tie 


Concrete foundation 


texture highlighted in Nghia's design. Steel-pin 
joints, for instance, would generate localized 
point loads that would split bamboo's hollow 
hardened cell walls and buckle its joints. 

The 15 columns were thus prefabricated by 
means of low-tech joinery — mostly synthetic 
fiber and a few small nails. Finding structural 
engineers was difficult, Nghia says. "We based 
the design on traditional experience, but it 
follows logical rules of structure. And we 
always make a mock-up before construction, 
placing weights on top to test how much the 
bamboo bends." 

Likewise, it's almost impossible to find 
contractors experienced in traditional bamboo 
construction techniques, even in Vietnam. 

For example, to prevent insect infestation, 
Nghia knew to soak the bamboo in mud and 
smoke it dry. As his firm designs more bamboo 
structures, he has had to hire and train his own 
construction teams, which now work under a 
subsidiary company, Wind and Water House. 

In total, the café contains more than 
10,000 bamboo canes, each about 5 years old 
and costing roughly $1 each. Harvested from 
Vietnam's many forests, the bamboo bends into 
strong, flowing shapes that Nghia loves. 


LED TRANSITION 
ENCLOSED LUMINAIRE 


Designed for the health of your occupants and the quality of your installation. 


Because cleanliness is vital. 


Perfect for health care environments, the LTRE has specialty 
options such as Antimicrobial® paint which resists bacterial 
growth on exposed painted surfaces, wet location listing, anda 
full length layer of gasketing, all while maintaining the fixture’s 


full photometric performance. 


MICROBIAL fora demanding environment, Transition® Enclosed LED is ideal. 
Circle no. 191 or http://architect.hotims.com 
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and retrofit-ready translucent 
adapter panels that fit into existing 
curtainwall framing, M 
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“ Air Barrier That Sticks." 


DELTA'-VENT SA... 


= .. is aggressively self-adhesive. 


.. has ап air-and water-tight self-adhesive edge. 
... is highly vapor permeable (50 perms). 
... approved by National Air Barrier Association (NABA). 


... approved by International Building Code and International 
Residential Code (ICC ESR-2932). 


... improves energy efficiency. 
.. helps improve the performance of the building enclosure. 
.. passes ASTM 01970 Nail Sealability. 


... helps to ensure a healthy and comfortable interior climate in stud 
wall construction due to its excellent physical properties. 


.. has an easy-to-use split release liner. 

... easy to install. 

.. is unaffected by surfactants. 

.. matte gray color reduces irritating glare during installation. 


... Passes ASTM E 2357 Test Method for Determining Air Leakage of Air 
Barrier Assemblies. 


... NFPA 285 compliant. 


... produced іп an ISO 9001 registered manufacturing plant. 
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COMMERCIAL FINISHES ARE OFTEN SEEN ONLY FROM AFAR. BUT ZOOMING IN REVEALS THE INTRICATE 
WEAVING, EMBOSSING, PATTERNS, AND COLOR SHIFTS THAT DEFINE THESE TEXTILES AND SURFACES. 


MACROSCOPIC VISION 


Rumpled, embroidered rings add a tangible third dimension while helping Carnegie's Xorel 
Cirque Couture earn its fashion-inspired name. For use on walls and furniture accessories, the 
textile is PVC free and Cradle to Cradle Silver certified. carnegiefabrics.com Circle 100 


Text by Hallie Busta 
Photo by Mike Basher 


PRODUCTS 


ARCHITECT THE AIA MAGAZINE SEPTEMBER 2014 WWW.ARCHITECTMAGAZINE.COM 


Exceptional coat inge demand exceptional appl Гаро, 


® . ve 
DURANAR? Fluoropolymer Coatings E PPG ї CAP 
The PPG CAP CERTIFIED APPLICATOR™ PROGRAM CenmiFien Appuicator~ Procrau PPG CAP Members 
nerations of archi have tr Duranar in А : Р 
Generatio e architects ave t usted Ne ar coatings Architectural Window Кеутагк Corporation — Tecnoglass S.A. 
to protect window frames, railings, curtain walls and other Rutherford, NJ Fonda, NY Barranquilla, Colombia 
aluminum end-uses. These exceptional coatings demand (201) 939-2200 (518) 853-3421 57-5-373-4000 
exceptional applicators, which is why PPG has developed ааа 2. Bb do 
the Certified Applicator Program (CAP). CAP members есес пева. Windsor Metal 
| | | Struthers, OH куас а Finishing, Inc. 
deliver the highest levels of color consistency, product (330) 755-1414 Spectrum Metal Kissimmee, Florida 
quality, customer service and technical expertise. astroshapes.cam Finishing, Inc. 2. 932-0008 
. . . . : Kawneer Co. Inc. Youngstown, OH Stchoicewindsor.com 
These premier applicators work directly with PPG , offering Bloomsburg, РА (330) 758-8358 YKK AP America Inc. 
priority service on color samples, accelerated delivery and (570) 784-8000 spectrummetal.com Austell, GA 
access to the world's largest color database. Cranberry Twp., PA boe 838-6000 
E (724) 776-7000 ykkap.com 
To learn more about Duranar coatings or the PPG Certified Lethbridge, Canada 
Applicator Program, please visit ppgideascapes.com or (403) 320-7755 
call 1-888-PPG-IDEA. Springdale, AR 
(479) 756-2740 
4 Visalia, CA 
oso ; (559) 651-4000 
4242 Curcrier kawneer.com 


=== 


x lal 5 2 
| " | | CASCADES, 
Duranar and PPG are registered trademarks of PPG Industries Ohio, Inc. PPG IdeaScapes is a trademark of PPG Industries 
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MILLIONS OF COLORS, WOLF-GORDON 

Danish textile designer Grethe Sørensen weaves colorful nylon and wool fibers into an array 
of pixels to create Millions of Colors, a trio of upholsteries for Wolf-Gordon. Fire (shown), 
Earth, and Milky Way offer warm, cool, and monochromatic colorways, respectively, that 
shift gradually on a 223.5" repeat. wolfgordon.com Circle 101 
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DRAPE, MAHARAM 

An embossed, gradient surface adds interest to nonwoven vinyl textiles in Drape, designer 
Konstantin Grcic's upholstery and wallcovering line for Maharam. An antimicrobial, 
stain-resistant finish suits the material for high-use spaces in need of a durable covering. 
maharam.com Circle 102 


Wild plants and corn husks are shredded and their fibers sandwiched between layers of 3form's 
Varia Ecoresin partitioning surface, which contains 4096 post-consumer-recycled content and 

is Greenguard-certified for indoor air quality. Banana Fibers, one of the many organic-material 
interlayers offered by the company, features light and dark translucent strips that proffer a 
warm glow. 3-form.com Circle 103 


WOO 3NIZVOVWIO3LIHONV'MMM 


PERFORMING 2 
„же 


ARTI CENTER P. > 
K; 


Th еу'уе With new.Acrovyn? Doors by Design, your doors:can look like anything you 
arrived! want. Graphics, exotic woods, stone, metal, even wayfinding, signage and 
5 branding are no problem—all with the legendary durability of Acrovyn Doors. 
The only limit is your imagination. For a free catalog, call 800-972-7214 
or visit www.c-sgroup.com/acrovyn-doors. 


€S  Acrovyn Doors by Design 
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Working horses may have all but disappeared from the streets of Castle Сагу, England, but the 
177-year-old John Boyd Textiles remains in town as a producer of horsehair fabric for upholstery 
and wallcoverings. The fibers are wrapped with silk and cotton for consistency, and the textiles’ 
widths are limited to the length of the cropped horsetail hair. The company still produces 

its legacy designs, but new variations, such as Milzig (shown), apply the traditional craft to 
contemporary design. johnboydtextiles.co.uk Circle 104 


Wagner Architectural specializes in LED 
illuminated custom architectural metal work. 
Our Lumenrail?, Ledpod and Bantam Light 
systems provide for endless possibilities. 
Contact us today to discuss your next 
project. Whether you are sketching on 
napkins or finalizing concepts, our team 
will make your design a reality. 


CALL (414) 716 8401 
EMAIL systems@mailwagner.com 
VISIT wagnerarchitectural.com 


U.K.-based designer Nadia-Anne Ricketts derives the patterns of her bespoke Beatwoven textiles 
from the digital vocabulary of sound. Her proprietary audio technology visualizes the work of 
AAD artists from Rachmaninoff to DJ Demi, a music producer with whom she collaborated on My 
ғғ. қ Tribe (shown). Its squares and rectangles replicate the drum beats of electronic dance music. 
ARCHITECTURAL SYSTEMS beatwoven.co.uk Circle 105 


Circle no. 442 or http://architect.hotims.com 


We've turned heating into an artform. 


The Artisan" SmartSeries® 
fan-forced wall heater turns heads, 


Touch-activated controls 
Offer an ideal combination 
of sleek styling and ease of operation 


5 day / 2 day programmability 
Provides only the amount of heat 
needed at any given moment 


Precise heat within 1.5 degrees 


Bronze Navajo White Aluminum Northern White 


C] 
MARK 


A Marty Engines Products Bran) 
http://www.marleymep.com/en/marley-engineered-products/about-us/qmark-artisan/ 
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Taking Desks to New Heights 


Turn a desk into a standing workplace with just the touch of a button! 
Our new TLEL3 electric table leg system adjusts from 27" to 45". 
With different frame sizes to suit tops to 30" depth and to 72" long. 
Weight capacity 220 pounds, three standard finishes. 


~ 


“FINE ARCHITECTURAL HARDWARE FOR YOUR FINE FURNITURE”® 


МӨСКЕП 


DOUG МОСКЕТТ & COMPANY, INC 


www.mockett.com * 800-525-1269 
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Looking for a dynamic 
window solution for 
new construction 

and retrofits? 


RavenWindow® 


Manages solar-heat gain 

The only smart solution to offer an aggressive ROI 
Assists in achieving LEED certification/net zero 
Manages daylighting issues/mitigates glare 
Reduces energy use/HVAC requirements 
Wireless, solar-activated transitioning 
Customizable transition thresholds available 


Exterior Glass Interior Glass 


Thermochromic Filter 


Low-E Coating 


When it’s hot outside, 
unwanted solar-heat 


transfer isblóckéd When it’s cold outside, 


solar heat is allowed 
inside the building 


Manages solar-heat gain in hot conditions and 
allows free passive heat to transfer into the 
space during cold conditions. 


Intuitive. Logical. Smart. 
raven window 


720.360.3083 RavenWindow.com 
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QINGDAO 
WORLD 
HORTICULTURAL 
EXPO THEME 
PAVILION 


BEN VAN BERKEL OF UNSTUDIO DESCRIBES HIS SERIES 
OF QUIETLY COLORFUL STRUCTURES DESIGNED FOR 
ONE OF CHINA’S LARGEST FLOWER SHOWS. 


Interview by Aaron Betsky 
Photos by Edmon Leong 


There is a tradition of garden expos in Northern Europe that seems to 
have spread to Asia. What are these expos about? 

Ben van Berkel, Hon. FAIA: These expos present new horticultural accom- 
plishments and get the public interested in this topic. Now you are seeing 
these kinds of exhibitions about new flowering plants, and the culture and 
technology around growing them, appearing in Asia. It was an interesting 
topic to work with when it came to designing a full experience—not only 
the exhibition halls, but also walking around the buildings. How could we 
innovate by integrating the buildings with the landscape and flowers? 


Why did you decide to use a rose as your starting diagram or metaphor? 
We started with “What is so fascinating about a rose?,” but also looked at 
the geometrical pattern of it and the symbolic way that flowers have been 
used in painting. I was interested in still lifes of flowers; the most beautiful 
abstract versions can be found in the work of Andy Warhol. So I see the rose 
here not as a geometrical model alone, but also as a symbol and an element 
that has such a beautiful history in the way it has been represented. 


The landscape draws you in along a series of ramps to the center, where 
you choose between the four pavilions that make up the Theme Pavilion. 
Yes. What is quite nice is that the buildings actually all have an angled 
plane, so they have a kind of dynamic relationship with their surround- 
ings and the mountains in the landscape beyond. Because of the planar 
organization of the facades, and how you walk around and ramp into the 
buildings, you are able to discover the color that we put into the slats of the 
panels that will give you orientation in the site. 


ЛЛ 


Previous spread: Тһе four structures that make up the larger Theme Pavilion of the horticultural expo ате low-slung shells connected by a series of landscaped plazas. 
This image: The buildings' metal fins create a texture akin to paper parasols and conceal on their undersides a bright spectrum of color that unfolds around each structure. 
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How did you develop the skin, with its series of metal panels that twist 
and turn as they go around the roughly square contours of the buildings? 
This idea of texturizing the facade— we do that so often now in architec- 
ture. But I wanted to give it a particular kind of gradient that would have 
a moiré effect. Inside, these structures contain totally artificial worlds, 
so the building needed to be closed. Maybe because of the earlier closed 
buildings, like the electricity stations that we did in the early '9os, I very 
much like to do buildings where you have almost no windows; then you 
have to try very hard to create a kind of window into the facade. 


And you have a color scheme that runs the full chromatic spread as it 
wraps around the building. What does it achieve for you? 

In horticulture today, they can introduce almost every color by engineer- 
ing these flowers, so all of these colors on the building can be found in 
flowers as well. And we thought: Could that spectrum also guide you a 
little bit? It became a wayfinding system that deals with memorizing 
where, and from which angle, the building has which color, because if you 
go another 5 or 10 meters, you can't see that color anymore. 


You achieved this by putting colored slats into the fold of these metal 
panels, the folding of which is what creates this continual rise and fall of 
the facade. Are the panels also structural? 

Yes. This whole aspect of the facade also plays with the history of Chinese 
umbrellas. Those have a structure of folds, they can unfold, and although 


Design Directionality Diagram 


I didn't want to mimic the dynamic aspect literally here, I wanted to play 
with that texture. So it is a skin structure with a very light structural 
element behind it. 


In terms of your work and UNStudio's work in general, you've explored 
this interest in chromatic shifts on the exterior of buildings as early as 
the La Defense Offices in Almere, the Netherlands, and inside some of 
your department stores in South Korea. 

In the Almere project, where we played with color, it's almost as if you can 
paint with your own eye as you walk through the site. So here, we played 
with the idea of the dynamics of movement and color at the same time in 
order to orient, but also to give the building, as an object, a totally differ- 
ent read. Is the building somewhat disappearing? Or is it opening up? Or 
is it really hiding something behind the building that we don't know? I 
like always to play with these ideas but you have to deal with a structure 
that is quite closed. 


You made the building out of metal in very abstract shapes, and its logic is 
derived from the computer programs that you were among the pioneers 
in developing. So here you've proposed a kind of building development 
that does not come from the existing landscape and is really part of a 
much more global and standardized method of architectural production. 
I still like the paradox between that which is contextual and 
that which is autonomous in architecture. I call it a form of light 


Facade Coloration Diagram 
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Opposite: A path leading past а yellow-accented section of one of the structures, with exterior planting displays on either side. Above: The building skins ате assemblies of 
standardized metal components cut and bent into cylindrical, conical, and flat panels. 
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autonomy.Ithink back to when I saw iPods for the first time. I thought it 
was a phone, it looked so alien to me, so different than any other object 
that I had seen. There are a lot of people who don't believe in the new or 
the unexpected, but I think that you can sometimes give a bit of surprise 
with a technological effect, or a cultural effect that is not local. I find it 
fascinating to play with. But it needs to be mixed. I've always been inter- 
ested in this idea of rethinking the way that one organizes a site. I like to 
rethink the infrastructure, the way that one sees and discovers things and 
the way one experiences the site. 


What do you hope that people will take away from this building? When 
people go to these kinds of expos, they usually take away pictures and 
memories of the flowers, but it seems as if you also wanted to make 
something iconic that would remain in their memory. 

I’m fascinated by the fact that you can create an afterimage like you 
might have after seeing an interesting film — something that you'd like to 
come back to it. I tend to give multiple experiences to the visitor, and the 
coming back experience is very important. 


So you want people to be haunted by the colors as they move around, and 
you want them to be haunted by the building after they leave? 

Yes, but haunted also about the thoughts behind the building that they 
maybe don't fully grasp, but that they'd like to understand. And to give 
them an opportunity to rethink the experience. I think architecture can 
do this, especially with a place that is kind of a dialog of autonomy and 
context, and in this case a very daunting context. So haunted, yes, but also 
at the same time, I hope that it creates unexpected readings that keep 
on fascinating you. 


Opposite: A pathway wraps each building, shaded by the overhanging roof structure. — —— HÓ— MÓ— 
This image: The inset walkways' metal ceiling and wood floor frame views of the surroundings. у= 


ү 


= JM 
VN 


7 : 98] d P») х ò b “жм 
\ z= = } аА У Б 
«еа 
1-3 mails ШІ. — Ше Е ВИ m | 


P$ 1/ 9 ‹ = г" 
көке FAA Аа 
III асық Ee лт,” 
УУУУ УУ III IN Ng v999 Atay 
99 4 VIS SS GGG ы Б РОУ А 
жч DD ч ч OX АҒ 


120 


?102 381131415 12311H2uV 


WOO 3NIZVOVWI23LIHONV/'MMM 


Text by Clay Risen 


IS IT ANY WONDER that research centers, as design challenges, tend to 
bring out the best in architects? From Louis Kahn's sublime Salk Insti- 
tute in La Jolla, Calif., to Frank Gehry, FAIA's ecstatic (if leaky) Stata Cen- 
ter at MIT in Cambridge, Mass., they have to meet complex functional 
requirements — biomedical labs, say, or supercomputing facilities —and at 
the same time catalyze collaboration, innovation, and that ineffable but 
utterly vital element in any research endeavor: genius. 

Such was the task given to the firm Woods Bagot by the South Austra- 
lian Health and Medical Research Institute (SAHMRI), a publicly funded, 
independent science facility in Adelaide that anchors the western edge of 
the city's North Terrace neighborhood. The institute originated in 2008, 
when the government of South Australia, of which Adelaide is the capi- 
tal, committed $200 million Australian ($186 million U.S.) to developing 
a world-class health and medical laboratory that would not only attract 
globally renowned researchers, but also act as an aesthetic touchstone 
for the city, helping to put Adelaide on the map alongside Sydney and 
Melbourne. To complicate things further, the building had to be on the 
cutting-edge of environmental sustainability and to connect with the 
public as an urban icon. 

Built between downtown Adelaide and the River Torrens, SAHMRI's 
neighbors include a new hospital, convention center, and university cam- 
pus— but also a rail yard that interrupted the passage between the urban 
core and a riverside greenbelt. “It wasn't just ‘maximize a lab and put it on 
a site,” says Jeffrey Holmes, АТА, a director in the firm's New York office 
andaleader on the SAHMRI project. "We needed a way to give back space." 

The firm's first move was to lift the building off the ground, so that 
it seems to hover above the park space below and around it, offering a 
gateway between downtown and the river. SAHMRT' 36 interior columns, 
spaced at 33-foot-by-45-foot intervals, channel the building's load to just 
six points — what the design team calls "flower columns" —at the plaza lev- 
el. Then the designers split and pivoted the northern and southern halves 
ofthe building, creating an eastern and western atrium in between— "like 
a bowtie," Holmes explains. The pivot also created a publicly accessible 
forecourt on the south side of the structure. 

The core of the building is, of course, its laboratory facilities, which 
accommodate up to 675 scientists and have preinstalled water and waste- 
disposal hookups to accommodate both "wet" and "dry" programs. Most 
laboratories are arranged in three parts: the workspace itself, the support 
functions (equipment closets, freezers, flues) and the "write-up" space, 
for meetings and analysis. Usually, the support space is in the middle, so 
that the work and write-up spaces are closer to the windows. At SAHMRI, 
Woods Bagot placed the support space on the western side of the building, 
with the lab in the middle and the write-up space to its east. 

That simple shuffling achieves several things at once. The solid sup- 
port spaces on the western side, which has the heaviest solar load, provide 
passive protection against South Australia's harsh afternoon sunlight. And 
placing the glass-walled lab facilities adjacent to the open-plan write-up 
spaces not only allows light to filter into both, but it increases opportuni- 
ties for collaboration and chance encounters. 

Fronting the eastern atrium, which runs from floor to ceiling along 
much of the building, is a free-hanging steel, aluminum-and-glass diagrid. 
Spanning 131 feet wide and 131 feet tall, it allows an abundance of light to 
flow into the building and through to the lab spaces. To moderate the light, 
Woods Bagot devised aluminum sunshades for each glass piece, with every 
shade designed site-specifically to modulate the amount of light needed 
inside the building, as determined by computer modeling. 

The diagrid form wraps around the entire building, a single skin that 
makes it appear like a unified object; from the outside, it looks like a giant 
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Previous spread: Behind 
the metal-and-glass west 
face of the new SAHMRI 
complex in Adelaide, 
Australia, brightly painted 
and enclosed support 
spaces add visual punch 
and reduce heat gain. 

Far left: SAHMRI sits ina 
developing area of town, 
near a new convention 
center, hospital, and rail 
line. Left: The building's 
distinctive form was 
determined in part by 
site constraints, including 
the desire to create 
plaza-level connections 
between urban fabric on 
one side and a riverwalk 
on the other. 
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This image: Тһе entrance 
plaza on the western side 
of the building. Opposite: 
Aluminum shades of 
different depths regulate 
interior temperatures 

in the east and west 
atriums. (The west atrium 
is shown here.) 
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Facade Shading 


West Facade 
Shade with no glass 


East-West Facade 
Shallow shade with glass 


pine cone— indeed, that's one of SAHMRT's local nicknames. 

Another environmentally friendly aspect of SAHMRI is its air condi- 
tioning system: Taking advantage of the open space below the building, 
the system pulls in cool air from below and vents warmer air out the top, 
creating a low-energy chimney effect. That, combined with an energy- 
conscious water and waste-removal system, helped SAHMRI achieve a 
LEED Gold rating, the first medical-research building in Australia to do so. 

To make all of this work while keeping vibration to an absolute 
minimum, something that is a critical requirement for any world-class 
research facility, Woods Bagot, along with the engineering firm Aurecon, 
parsed hundreds of computer models to devise a structural system that 
vibrated at a typical amplitude of just 50 microns (the human threshold 


North and South Corners 
Closed shade with metal panel 


ий! ШЧ ү il 


East Facade 
Shade with glass 


for sensing vibration is 200 microns). That’s low enough to render addi- 
tional isolation for sensitive equipment, standard in many laboratories, 
unnecessary. To keep vibrations even lower, Aurecon added isolation 
bearings on the lower floors, which allow for load transfers but keep the 
upper floors from vibrating, even when the lower levels shake. “Effectively 
we created a totally isolated building within a building," says Paul Koehne, 
a senior structural engineer at Aurecon. 

Projects like SAHMRI are obviously neither easy nor intuitive. "How 
researchers work is very different from how people in a bank work," 
Holmes says. In a sense, the research institute became a research project all 
its own. "Everyone involved, from the client to the engineer, took it on as a 
sort of science project," he adds."It was, for all of us, a process of discovery." 
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Northeast Facade Heat Diagram 


Northwest Facade Heat Diagram 
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THIS 32-UNIT AFFORDABLE HOUSING COMPLEX IN WEST HOLLYWOOD, CALIF., DESIGNED BY PATRICK TIGHE 
ARCHITECTURE WITH JOHN V. MUTLOW ARCHITECTS, PACKS A LOT OF DESIGN BANG FOR THE BUCK. 
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Text by Nate Berg 


AT THE INTERSECTION of Santa Monica Boulevard and La Brea Avenue, 
just across the abrupt aesthetic jumpcut of a municipal border with Los 
Angeles, West Hollywood's unique architectural and urban design stan- 
dards are on full display. From the hectic plaza of a vertical shopping mall 
on the corner, to the turquoise street lights, to the colorful, sometimes gar- 
ish, palettes of new 100-unit condo buildings, the appearance of the public 
realm is carefully considered —if a bit overwhelming. 

Standing out from the noise is a new mixed-use affordable housing 
complex designed by local firms Patrick Tighe Architecture, based in Santa 
Monica, and John V. Mutlow Architects, from Los Angeles. The parti is rela- 
tively simple: a 32-unit courtyard-style apartment building with ground- 
floor commercial space. Each of the studio, one-, and two-bedroom apart- 
ments has its own balcony and courtyard-facing terrace. The streetside 
facade is clad with a shield of laser-cut aluminum panels overlaying the 
recessed aquamarine balconies, and its entry corner is wrapped with a se- 
ries of striking, large white bands that recall the imperfectly lain bandages 
of a cartoon mummy. 

Sited next to a fast food parking lot, the corner has the airspace to 
burst into notice on the avenue, creating the "big move," according to prin- 
cipal Patrick Tighe, FAIA. "We wanted to celebrate that corner and treat 
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Lobby Atrium Sections 


Opposite left: Concrete, 
metal, and industrial 
fixtures carry the exterior 
aesthetic through to the 
public spaces, such as this 
lobby that leads to the 


Lio ы residential units on the 


floors above. Opposite 
right: Much of the 
circulation in the building 
[ is accommodated by 
22 open-air pathways, with 
railings of perforated 
aluminum that nod to 
the building’s skin. 


it almost like a fifth elevation,” he says. “The corner really becomes an 
important element. It’s almost like a beacon of activity.” 

In an example of unabashed computer-modeled architecture, the 
bands demand notice on a street where every other building seems to be 
either recently completed or under construction. “There isn’t much con- 
text there. It’s all being developed,” Tighe says. And given that much of 
the surrounding residential fabric is market rate, he says, “we were really 
more interested in the building from the inside out and from the perspec- 
tive of the user.” 

The facility opened earlier this year and houses formerly homeless 
LGBT youth, people with disabilities, and people living with HIV/AIDS. The 
nonprofit AIDS Project Los Angeles occupies the ground-floor commercial 
space. Because Tighe wanted the building to function as a welcoming envi- 
ronment, the design emphasizes the apartments’ private-but-open terraces 
and balconies as well as common spaces, especially in the courtyard. 

Not just an L.A. archetype, the courtyard also serves an environmen- 
tally functional role, mostly due to its north-south alignment. “The fact 
that we can get air and light into the middle of the building allows for 


each unit to have cross ventilation, creating a microclimate within the 
building,” Tighe says. 

The rooftop incorporates photovoltaics and a solar hot water system 
that provides free, passively heated water to residents. The temperature- 
regulating courtyard also helped the project meet West Hollywood’s mu- 
nicipal green building standards. While they didn’t pursue certification, 
Tighe says it would meet the equivalent of LEED Silver. 

Developed by the nonprofit West Hollywood Community Housing 
Corp., the $8.3 million project was funded by the City of West Hollywood 
and the County of Los Angeles, and also through low-income housing tax 
credits. “These are low-cost projects, and we try to get as much design out 
of them as we can,” Tighe says. 

What helped was the cooperation between the architects and the city, 
Tighe says. He and his team worked closely with West Hollywood’s urban 
designers and planners, as well as its architectural review board and other 
community groups to refine the project. “It was almost a community- 
driven design,” he says. And the structure holds its own in the visual static 
of a city with more than its share of things to see. 
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This image: The entry 
directs residents to a 
planted central courtyard 
on the second level, 
around which all of the 
residential units are 
arranged. Poured-concrete 
planters and benches 
provide gathering areas 
for the residents. Opposite: 
Concealed behind the 
building's beribboned 
corner is the open-air main 
lobby atrium. 


viOc 83811314145 12311IH2uV 


z 
z 
= 
> 
ж 
о 
= 
= 
т 
с 
E 
= 
> 
a 
> 
= 
ж 
m 
о 
О 
= 


> 
т 
a 
4 
% 
9 
ge 
S 
I 
a 
х 
& 
o 
E 
& 
+ 


WE UNDERSTAND a 


It’s a boundless world. Let's reveal its diversity of colors. The depth of A L P Q L | е т 
its textures. The endurance of tts forms. The spirit of its endless possibilities. 


ALPOLIC* Materials makes a global impact. Let's make yours. "Lum c 


alpolic-americas.com Let's Build 


Circle no. 173 or http://architect.hotims.com 


S-HOUSE 


TOKYO-BASED YUUSUKE KARASAWA ARCHITECTS DESIGNED A GLAZED, SPLIT-LEVEL HOUSE IN JAPAN'S SAITAMA 
PREFECTURE THAT EXPLORES THE OWNER'S INTEREST IN THE NETWORKS FORMED BY SPACE AND NATURE. 
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Text by Katie Gerfen 
Photos by Sergio Pirrone 


PHILOSOPHY AND ARCHITECTURE are certainly no strangers, but rarely 
does a scenario play out where a client finds an architect who can fully 
express the client's life's work through the design for a single-family home. 
Such is the case with the S-House in Omiya, in the Saitama Prefecture of 
Japan. The client is a professor of what he terms "network philosophy." An 
acolyte of French philosopher Michel Serres, he studies the interconnec- 
tions between humans and nature. 

Tokyo-based architect Yuusuke Karasawa— who worked at MVRDV 
and Shigeru Ban Architects before starting his eponymous firm in 2006— 
is interested in what he terms "complicated network space," wherein, 
he says, "walls, ceilings, and floors are intricately entwined together." So 
when Karasawa got the commission to design this 1,117-square-foot house, 
it was a match made іп... well, complex interior volumes and viewlines. 

The result is a split-level, two-story structure with ribbons of glazing 
so expansive that the views of the dense suburban neighborhood are all- 
encompassing and inhabitants' every action is on display. (Mirrored poly- 
ester privacy curtains appear opaque outside but still allow views out.) 

Working with British engineer Alan Burden, Karasawa developed a 
structural system that allowed him to "recognize a network space purely," 
he says. Steel plates, 6 millimeters thick, were welded together to form box 
beams that mark each half-level on the facade. The void inside the beams 
allows for electrical and mechanical systems and equipment. To minimize 
seams, the beams and glazing were fabricated at maximum lengths. Thin 
steel columns are positioned at the corners to deal with the stressors of 
Japan's earthquake-prone environment. 

Karasawa's system of scissoring central staircases would make M.C. 
Escher proud. The split levels and lack of interior partitions make for com- 
plex spatial relationships between the two bedrooms and baths, living 
room, dining room, kitchen, and study. Each functionally discrete area vi- 
sually bleeds into others. The house is capped by two white-ceramic-tiled 
terraces, reminiscent of those favored by Le Corbusier. 

After the client moved in, Karasawa says, "he thought the house suc- 
ceeded in realizing network philosophy as his lifelong theme of study, and 
was also quite a comfortable space for daily living." Proof, perhaps, that 
architecture can not only be driven by, but also imitate, philosophy. 


Previous page: Тһе thin, 
fluoropolymer-painted 

steel plate that forms the 
primary structure of the 
S-House extends beyond 


offering glimpses into tl 
bedrooms, dining room, 
kitchen, and other spaces. 
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Opposite top: White- 
painted plaster board 
covers most of the M.C. 
Escher-like interior. Hard 
surfaces are countered by 
the perimeter curtains and 
in some spaces by hemp 
carpet. Opposite bottom: 
Two ceramic-tiled roof 
terraces provide outdoor 
space in the dense urban 
neighborhood. This image: 
Wood bookcases define 
the study. 
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Project Credits 


Qingdao World Horticultural 
Expo Theme Pavilion, pace tos 
Project Qingdao World Horticultural Expo 2014 Theme 
Pavilion, Qingdao, China 

Client Office of 2014 Qingdao World Horticultural 
Expo Executive Committee 

Architect UNStudio, Amsterdam—Ben van Berkel, 

Hon. FAIA, Hannes Pfau, Gerard Loozekoot, Markus van 


Reach Net 


Zero Faster 
With Insulated 
Metal Panels 


Maximize Thermal Reduce Cost 


Efficiency 


IMPs have the highest 
R-value per inch 


Single element IMPs 
speed installation, 
minimize waste 


Aalderen, Joerg Petri, Milena Stopic, Yu-Chen Liu, Cong 
Ye, Irina Bogdan, Xing Xiong, Maud van Hees, ShuoJiong 
Zhang, Philipp Mecke, Maya Alam, Junjie Yan, Gilles Greis, 
Subhajit Das, Erwin Horstmanshof, Faiz Zohri, Andrew 
Brown, Patrik Noomé, Amanda Chan, Nanang Santoso 
Competition Stage: 

Landscape Architect !melk urban design 

Theater Adviser Theateradvies 

Structural and M/E/P Engineer Arup 


Exceed Design Needs 


Variety of colors, 
finishes and sizes 
offer endless options 
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Construction Stage: 

Local Architect and Stuctural and M/E/P Engineer 
Qingdao Architectural Design Institute 

Facade Engineering Shenyang Yuanda Aluminum 
Industry Engineering 

Lighting Tsinghua Tongfang 

Size 35,000 square meters (376,736 square feet) 


South Australian Health and 
Medical Research Institute, race ns 
Project South Australian Health and Medical Research 
Institute (SAHMRI), Adelaide, Australia 

Client South Australian Government; SAHMRI 
Architect Woods Bagot Global Studio Collaboration 
between the Adelaide, Melbourne, and New York studios 
Interior Designer Woods Bagot 

Mechanical and Hydraulic/Plumbing Engineer 
Norman Disney & Young 

Structural, Civil, Electrical, and Geotechnical Engineer 
Aurecon 

Managing Contractor John Hindmarsh 

Landscape Architect Oxigen 

Lighting Designer Norman Disney & Young; Aurecon 
Laboratory Specialist Research Facilities Design 
Project Risk Management Department of Transport, 
Energy and Infrastructure 

Cost Manager Rider Levett Bucknall 

Environmental Consultant Cundall 

Building Surveyor BuildSurv Building Surveyors & 
Certifiers 

Building Certifier Katnich Dodd 

Disability Consultant Disability Consultancy Services 
Dangerous Goods Consultant CETEC 

Wayfinding and Signage Consultant ID/Lab 

Radiation Shielding Design Consultant Radiation 
Services Group 

Size 30,000 square meters (322,917 square feet) 

Cost $186 million 


Material and Sources 

Building Management Systems and Services 
Schneider Electric schneider-electric.com 

Carpet Interface interface.com.au 

Ceilings AMF amfceilings.co.uk; Rockfon rockfon.com 
Concrete Piotto Bros. 

Electrical Services Nilsen nilsen.com.au 

Facade Yuanada yuanda-europe.com 

Fire Services Trojan Fire 

Flooring Riga Floor Coverings (timber) 
rigafloors.com.au; Arrunga Surface Solutions (concrete) 
mirafloor.com.au 

Furniture Aura (system furniture) auradesignerfurniture 
.co.uk; Wunda (joinery) wunda.com.au 

Glass Kingswood Aluminum kingswoodalum.com.au 
HVAC Watson Fitzgerald & Associates 

Lifts Schindler schindler.com 

Metal Tri-Metal Engineering trimetal.com.au 

Paints and Finishes Dulux www.dulux.com.au 
Plumbing and Water System Hindmarsh Plumbing 
Services www.hindmarshplumbing.com.au 
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undergo many challenging 
conditions in order for us to 
МІ provide the best care for our 

. animals and the safety of our 
. staff and guests. Galvanizing 
is by far the best way to 
protect the future 

of our zoo. 

-George Pond, VP for 
Design and Campus 
Management 
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American Galvanizers Association 


WWW.GALVANIZEIT.ORG/PROTECTTHEFUTURE Ден 
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18 YearS of vegetated roof experience... 
brought to life in one app. 


ur 


American Hydrotech introduces the Garden Roof? Planning Guide 
iPad? app = a first-of-its-kind digital brochure that helps design 
professionals take a vegetated roof from initial concept to completion. 


Packed with photography, technical information and videos, design 
professionals can explore assembly options and components, growing 
media and vegetation, and learn about topics such as design 
considerations, economic and sustainable benefits, installation 
T \ and maintenance, and much more. 
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American Hydrotech, Inc. 
303 East Ohio | Chicago, IL 60611 | 800.877.6125 | www.hydrotechusa.com 


© 2014 Garden Roof is a registered trademark of American Hydrotech, Inc. 


i Download your copy today at 
hydrotechusa.com/GRPG 
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Project Credits 


Roofing Linear Roofing; S&Lj Roofing 
www.sljroofing.com.au 

Structural Cabling TAF & Associates taf-sa.com 
Structural System SA Structural sastructural.com.au 
Waterproofing Ardex Australia ardexaustralia.com 
Wayfinding The Signcraft Group signcraft.com.au 
Windows Kingswood Aluminum 
kingswoodalum.com.au 


La Brea Housi ПЕ, РАСЕ 128 

Project La Brea Housing, West Hollywood, Calif. 
Client West Hollywood Community Housing Corp.— 
Robin Conerly (executive director), Jesse Slansky 
(director of real estate development) 

Architect Patrick Tighe Architecture, Santa Monica, 
Calif., and John V. Mutlow Architects, Los Angeles— 
Patrick Tighe, FAIA, John V. Mutlow, FAIA (principals); 
Evelina Sausina, Assoc. AIA, Alan Dana, Assoc. AIA 


CONTAIN THE SMOKE AND HEAT 


+ 


Smoke and Fire Curtains 
control the movement of smoke and 
heat during a fire to protect building 
evacuation routes, minimize smoke 
and heat damage, and aid fire 
containment efforts. 


Products Available: 
Fixed Smoke Curtains 
Automatic Smoke Curtains 
Automatic Fire Curtains 
Fire Curtains available with 
3-hour fire rating 


Automatic curtains 
are hidden in the 
ceiling for aesthetic 
purposes and can 
be connected to a 
fire alarm control 
panel or other 
detection device 
for activation. 


М 


Colr 


To learn more, contact Bilco at 
www.bilco-colt.com 
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(project architects); Chia-Min Wang, Andrea Urmanita, 
Michael Ho, Assoc. AIA, Albert Chavez, Kervin Lau, Assoc. 
AIA, Ted Digiralomo, Gelareh Arbab, Grant Nunnelee, 
Pepe Sanchez, Monica Mader, Barkev Daron (team) 
Structural Engineer Ming Yang Yeh + Associates 

M/E/P Engineer ІВЕ Consulting Engineers— 

John Gautrey, Alan Locke 

Environmental Consultant Green Dinosaur— 

Jason Lorcher 

Civil Engineer P.A. Arca Engineering 

Construction Manager Castle & Gray International— 
Freddy Pinero, Tim Conrey 

General Contractor Alpha Construction—Irvin Laxineta, 
Gerald Pedrow, Phil Logan 

Landscape Architect Mark Tessier Landscape 
Architecture 

Fabricator Machineous 

Solar PermaCity 

Size 52,000 square feet 

Cost $8.3 million 


S-House, pace 17 

Project S-House, Omiya, Saitama, Japan 
Architect Yuusuke Karasawa Architects, Tokyo— 
Yuusuke Karasawa (principal in charge) 

General Contractor O'Hara Architectural and 
Construction — Akira O'Hara, Satoshi Kikuch 
Size 103.76 square meters (1,117 square feet) 


Material and Sources 

Structure Steel frame; Fluoropolymer-painted 
steel plate 

Flooring Ceramic tiles; Oak flooring; Hemp carpet 
Walls Emulsion-painted plaster board 


Ә For more materials and sources, 
visit architectmagazine.com 
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High Performance 
Waterproofing and 
Gas Barrier Systems 


Thin Brick - 
> BOLD Colors 


= 


Waterproofing Systems 


800-882-1896 * www.eproserv.com 


Epro Design 

e Composite Technology (laminated components) 
e Field Installed 

e Monolithic 

e Highly Adhesive 

e Flexible Component Selection 


METROBRICK® offers а 


, wide variety of natural 
Purpose of Design 


* Superior Strength 
* Simplifies Leak Detection 


earth tone colors. 
Random shade colors 
and single tone colors are 
available. Clay based 
colors (grays and beiges) 
and shale based colors 
(reds and browns) make 
up the palette. Anumber 
of blending options are 
available. Custom 
blending is always 
welcomed. 


* Reduces the Effects of Future Movement 
* Redundancy of Protection 

* Maximizes Drainage Planes 

* Custom Design for Special Requirements 


Complete Redundancy 

* Monolithic and Fully Bonded Barrier 

* Multiple Waterproofing Barriers 

* Multiple Protection and Drainage Courses 


Application Systems 


* |CF Construction 

* Concrete and Block Walls 
* Blindside 

* Beneath Slab 

* Between Slab and Deck 


ATTRACTIVE * ECONOMICAL * DEPENDABLE 


METROBRICK 


ARCHITECTURAL THIN BRICK 


1.888.325.3945 | METROTHINBRICK.COM 


Circle no. 301 


Circle no. 300 


^ Moisture 
Management for 
Exterior Walls 


Artistry « Architectural Grilles & Metal: 
custom manufacturers of fine architectural grilles and metalwork EDD 
dy Advanced Arch Grille А. 


Over 70 years’ experience as a custom designer and manufacturer 
of an extensive line of fine linear bar and perforated grilles. 
516-488-0628 | aagrilles.com | sales@aagrilles.com 


We аге proud Affiliate Members of the AIA New York, Long Island, and Chicago Chapters 


ê Driwall" Rainscreen 
Drainage Mat 
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Magnetic Steel 
Whiteboard Walls 
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FOR INFORMATION 
on how to be a part of the next 
ARCHITECTURAL LIGHTING 
MAGAZINE 


special advertising section, 
contact Jaeda Mohr at 
202-736-3453. 


hw 


Ô CAV-AIR-ATOR" 
Full-Height Masonry Mat 


ó KeeneStone" Cut 


Cavity Drainage Material 


building envelope products 


www. eeneBuilding.com 
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Aluminum thresholds and stair nosings, available 
with non-slip epoxy abrasive particles bonded 
into the grooves or with formulated rubber 
inserts. Attractive, smooth and extremely durable, 
Perfect for schools, hospitals and commercial 
applications. Traction Tread provides an ADA 
detectable warning for stairs and ramps and 
can also be integrated with photoluminescent 
edges for power failure emergency exit. See 
our full line of exit and stair marking systems. 


ZERO INTERNATIONAL 
718-585-3230 
zerointernational.com 
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Technical 
Drawings 

= Specifications: 
| Long & Short 
CA & US 
Standards 
Installation 
Instructions 


Contact us for custom 


Bi. 
drain, vent & flashing Ж d 
| "MY 


roofing solutions. 
PRODUCTS 
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INNOTECH 


MANUFACTURING, LLO 


Architectural Accents 
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www.innotechmfg.com 
618.244.6261 
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eclipse support bracket 


-University of Western; Ontario 
Adair? Limestone 


Arriscraft & 
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arriscrart.com 


MITSUBISHI 
ELECTRIC 


COOLING & HEATING 


There аге 100+ Mitsubishi Electric 
HVAC Revit objects available in 
Autodesk9 Seek which facilitate 
easy integration into your buildings. 
Autodesk? Seek will enable you to 
quickly discover, preview and down- 
load building information modeling 
files, models, drawings and product 
specifications for your active design 
sessions. 


seek.autodesk.com 
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Classifieds/Resourc 


New Natural Ventilation 
Products Catalog from Bilco 
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The Bilco Company has partnered with 
industry pioneer Colt to bring natural 

and smoke ventilation products to North 
America. Request a copy of the new full-color 
brochure that provides an overview of these 
products by contacting Bilco at 800-366-6530. 
Or view it online at www.bilco.com, located 
under Literature in the Download Center. 
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See Clearly with Envolution™ 
Metl-Vision? Window System 
Metl-Vision? is the 
first window system 
with a flush frame 
engineered to integrate 
with Envolution™ 2" 
and 3" horizontal wall 
panels for a weather- 
tight installation. The 
system offers flexibility 
in window size, lite 
configurations and window finishes, 
and is designed for glazing to be installed 
from the interior of the building — reducing 
weather-related delays. 


ENVOLUTION . & 


envolution.com • 877.585.9969 
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Experience the Waterfall Perfected 


74 Harmonic Environments 


www.Harmonic Environments.com 
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LUXURY UNEQUALED. 
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Empire Bronzé"ssolid bronze windows and doors 
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HOPES 


CUSTOM CRAFTED WINDOWS & DOORS 
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SPECIAL ADVERTISING SECTION 


Resource 


"Y CASCADE COIL BE ThelpAGKNDDIEHETET 
Full product library! 


Concrete Waterproofing 
By Crystallization 


Available as a coating or admix. 
For new construction, rehabilitation, 
and precast applications. 


xypex.com 


www.PAC-CLAD.com Elk Grove Village, IL: 1 800 PAC CLAD 
Annapolis Junction, MD: 1800344 1400 Tyler, TX: 1 800 441 8661 
Acworth, GA: 1 800 272 4482 Fridley, MN: 877 571 2025 
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2. CONNECT WITH 
t Softwar ARCHITECT 


Specifying paint and ---- 95 


color is being simpli- аааа _ — WHEREVER YOU ARE! 


designers, thanks to 
an agreement making 
Sherwin-Williams the 
first paint company 
to offer seamless : ) 
integration with Now it's easier than ever to stay connected to the 
Autodesk Revit software. Professionals now BEST source of the latest news and information. 
have instant access to Sherwin-Williams paint 
products and colors, enabling them to quickly 
and efficiently render color-accurate room 
drawings. 


http://seek.autodesk.com/ 
manufacturer/Sherwin-Williams 
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Discover High Performance Precast 
Versatile | Efficient | Resilient 


REQUEST THE DIGITAL EDITION ONLINE: 
omeda.com/arch/dig/1 M4DIG 


Airolite introduces Airowood™ woodgrain 
finishes now available on Airolite aluminum 


If you are already receiving the print 
magazine, we don't mind sending you 


sun controls, louvers and louver screens. The the Digital Edition as well. 
nce Airowood simulated, high-definition woodgrain 
: finish gives aluminum projects the natural Are any of your colleagues 
ý г look of wood, but is durable and colorfast borrowing your magazine? 
without warping, cracking or chipping, and 
m AN provides protection from humidity and UV Suggest that they sign up for 
rays. Airowood is available in five standard the Digital Edition as well. 


EL wood grains with finish options to complement 
^K virtually any material. For more information visit 
www.airolite.com or call (715) 841-8757. 


hanleywood 
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Advertiser Page Circle Website Phone 

ABX Architecture Boston Expo 142 - abexpo.com m 
AGC Glass Company North America 8 290 us.agc.com 

Akzo Nobel C2 448 www.akzonobel.com/ccna 

Alcoa 11 398 reynobond.com 800 8417774 

Aluflam North America LLC 76 194 www.aluflam-usa.com 714-899-3990 > 
American Galvanizers Association 145 178 www.galvanizeit.org/protectthefuture а 
American Hydrotech 145 192 www.hydrotechusa.com 800.877.6125 E 
American Institute of Architects 52,54 - aia.org/foresight, www.aia.org/join д 
American Standard Brands C3 240 dvx.com n 
Amerlux 13 82 amerlux.com E 
ARCAT 68 269 arcat.com = 
Belden Brick 90 59 www.beldenbrick.com 330.456.0031 т 
Bilco 146 407 www.bilco-colt.com ы 
Blue Book Network, Тһе 15 446 www.bpmselect.com/aia 866-570-5438 Б 
Building Systems Design, Inc. 19 46 www.speclink.com/arch 888-BSD-SOFT 

Cambridge Architectural 59 47 cambridgearchitectural.com 866.806.2385 

Cascade Coil Drapery 77 58 fabricoil.com 800.999.2645 

CENTRIA 29 48 CENTRIAperformance.com/intercept 800-250-9298 

Columbia Lighting 99 191 www.columbialighting.com/products/Itre 

Construction Specialties" 87 228 www.c-sgroup.com 800-233-8493 

Construction Specialties™ 105 288 www.c-sgroup.com/acrovyn-doors 800-972-7214 

Cosella Dorken 101 241 www.cosella-dorken 888-ADELTA 

Crane Composites 16 60 www.CraneComposites.com 

Denso North America 60-63 227 www.densona.com 

Doug Mockett & Company, Inc. 107 405 www.mockett.com 800.523.1269 

EarthWerks 82 55 www.earthwerks.com 800-275-7943 

GKD 17 196 www.gkdmediamesh.com/sunshade 800.453.8616 

Glen Raven Custom Fabrics, LLC 78 406, 61 futureofshade.com, trade.sunbrella.com/build 

Graham Architectural Products 20 382 grahamwindows.com 800-755-6274 2 
Graphisoft 35 41 www.graphisoft.com = 
Greenbuild Expo 2014 143 - www.greenbuildexpo.com E 
Guardian SunGuard 5 252 SunGuardGlass.com 866-GuardSG 3 
Hanover Architectural Products 88 298 www.hanoverpavers.com 800.426.4242 > 
Harmonic Environments 21 94 www.HarmonicEnvironments.com 800.497.3529 5 
ICC Internatinal Code Council 44 427 www.icc-es.org/2015arch 800-786-4452 m 
Invisible Structures, Inc. 100 246 www.invisiblestructures.com 800.233.1510 E 
Kawneer 9 389 kawneer.com 3 
LaCantina Doors USA 49 294 lacantinadoors.com 888.282.1105 3 
Loewen 47 207 www.loewen.com о 
Logix 89 164 logixicf.com 888.415.6449 о 
Lutron С4 401 www.Lutron.com/QuantumVue = 
Major Industries 100 190 majorskylights.com 888-759-2678 c 
Marley 107 162 www.marleymep.com 2 
Marvin Windows & Doors 89 43 marvin.com/winnersgallery 

MBCI 80 248 www.mbci.com/weber 877.713.6224 

Mermet Contract 48 33 mermetusa.com 866.902.9647 

Metal Construction Association -MCA 144 265 insulatedmetalpanels.org 

Mitsubishi Electric Cooling & Heating 50 289 MitsubishiPro.com 

Mitsubishi Plastics Composites/Alpolic 136 173 alpolic-americas.com 

Modern Fan Co 10 412 modernfan.com 

modularArts 22 - modulararts.com 206.788.4210 

Nana Wall 39 163 nanawall.com 800.873.5673 

Nichiha USA 37 233 nichiha.com/insidestory 866.424.4421 

Oldcastle BuildingEnvelope® 2-3 217 bimig.com 866-Oldcastle 

Ornamental Metal Institute of New York 12 177 www.ominy.org 212-697-5554 

Owens Corning 31 255 CavityComplete.com 844-CAV-COMP 

Petersen Aluminum 1 383 www.pac-clad.com 800.PAC.CLAD 

Pittsburgh Corning 24 166 pittsburghcorning.com 800-871-9918 

PPG Industries 43 221 www.ppginnovation.com/risingabove 

PPG Metal Coatings 103 35 ppgideascapes.com 888-PPG-IDEA 

Raven Window 107 85 ravenwindow.com 720.360.3083 

reThink Wood 33 75 www.rethinkwood.com 

Saftifirst 26 404 www.safti.com 888.653.3333 

Schluter Systems 45 66 www.schluter.com 800-472-4588 

Sherwin Williams 91 167 swconcretecoatings.com 

Simpson Strong-Tie 97 80 strongtie.com/smf 800.999.5099 

Steel Institute of New York 14 282 www.siny.org 212-697-5533 

Sub-Zero 81 284 subzero.com/contest 

TAKTL 83 187 www.taktl-llc.com 412.486.1600 

Tamlyn Wrap 25 439 www.tamlynWrap.com 800-334-1676 

Technical Glass Products 23,84 449, 37 fireglass.com/clearfloor, fireglass.com/contract 

Tyco 41 168 www.RavenStudioSprinkler.com 

Underwriters Laboratories 7 256 UL.COM/ARCHITECTS 

U.S. Green Building Council 85 86 usgbc.org/credentials 

VT Industries 92 441 VTDoors.com 

Wagner 106 442 wagnerarchitectural.com 414-716-8401 

Wilsonart 64-67 257 www.wilsonart.com 
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1999 P/A Awards Jury 

Thomas Fisher, Assoc. AIA 

Eva Jiricna, Hon. FAIA 

Rodolfo Machado, Intl. Assoc. AIA 
Billie Tsien, AIA 

Mehrdad Yazdani, Assoc. АА 


© More images at 
architectmagazine.com 


PAST PROGRESSIVES 


RESIDENT DISCIPLINE 


FOR A DORMITORY ON AN URBAN CAMPUS, GEOMETRICAL ORDER 
ESTABLISHED COMPATIBILITY WITH THE SURROUNDING CITY. 


Text by John Morris Dixon, FAIA 


WHEN PRATT INSTITUTE, the venerable art and 
design school in New York’s Brooklyn borough, 
decided to build new student housing in the 
1990s, it held an invited design competition. The 
winner was New York-based Pasanella + Klein 
Stolzman + Berg, now known as PKSB. 

The dorm was to be situated in one cor- 
ner of the school’s urban campus, near some 
well-preserved townhouses and low-rise apart- 
ment buildings. The PKSB scheme divided the 
program’s 128 two-student rooms among sev- 
eral volumes that reflected the neighborhood's 
scale—a long bar on the campus side and three 
almost cubic wings facing the community. Inte- 
rior amenities that helped the architects to win 
the commission—and the P/A citation—were 
the exceptional shared spaces they were able 
to add to the program, within the budget: sev- 
eral double-height project studios and a large, 


equally high entrance lobby that was intended 
to double as a gallery or a theater. 

Some proposed exterior features were re- 
vised on the way to construction. While much of 
the building is clad with brick, which is in har- 
mony with its older neighbors, all-glass cladding 
was specified for the upper floors of the campus- 
facing long bar and on the recessed areas of the 
wing walls. Between concept and completion, 
this glass was replaced variously by panels of fac- 
tory-painted steel and translucent Kalwall, pre- 
serving the design’s concept, if not its material. 

As often happens, the Progressive Archi- 
tecture Awards jury’s decision reflects some 
recorded differences. While juror Eva Jiricna, 
Hon. FAIA, professed that “it doesn’t make me 
feel ‘Wow, ” juror Billie Tsien, AIA, praised the 
design for handling potentially mundane pro- 
gram elements with “elegance.” 


PAUL WARCHOL 


of pivotal design movements; each piece 
tells a distinctive story. What will yours be? 
Visit dxv.com to find your local showroom. 
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Every home has a story. Tell yours with 
the anthology of kitchen and bathroom 
products from DXV. Culled from 150 years 
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Powertul pertormance. Ultimate simplicity. 


Introducing Quantum. Vue 
Maximize energy savings and ensure occupant comfort from anywhere. 
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Next Event 
"qo NP 
Sweep On 


Energy Alerts ochedules 
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Currently 
No Alerts 
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ohades Daylighting 


Currently In 
HyperiOn (вғозгевв override) 


Full-system monitoring and control of electric light and daylight from any device 


& % 2 RN 2 F 
LED Halogen ELV Fluorescent MLV Shades 


www.Lutron.com/QuantumVue 
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save 
energy 
with 
Lutronm ® 
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